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Elivette Alvaroz (middle) shows olf hor pearly whites as she is crowned Homecoming queon Friday. Please see the related story on page 3 
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Dolence: no need 
for policy on race 


Incidents may occur with new emphasis 


BY STEPHEN MOORE 


EXECUTIVE EDITOR 





an be taken up through the 










ig due process system, 
tem, Doug Carn. 
of student Nfe. 


rowing concern ¢ 
relations has prom 
cities and college 


‘ictions 





wer_race director 





1ed somne 





jes the first step by meeting 
with the parties involved, He then 
makes a decision as to whether fur. 
n should be taken. 

ies are then in- 


on race-related 






A teleconference 
Matthews Hal 
the 


broad 
last week a 
relation to colleg 









Many disa 





It ent exists. either party may 
appeal. At this point, Do 


the process becomes fo 






considered the seriousness of race 
related harassment and the legality 
of ethics of restrictive policie 
ding such incidents 


While 





The appeal is heard by a commit 





two 











Attor ay be present at this 

vice f hearing but may not speak for the 

said Missouri Southern isnot among participants 

them. omeittes then makes a dec 
Dolence said he was not ax 





10 uphold the original decision, 





-d “hate id the decision, or add to the 





campus and bel 





a need for a 















Picnic disappoints some students 


BY ANGIE STEVENSON 
MANAGING EDITOR 
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Higher ed group stumps state 


Coalition seeks $367 million for Missouri institutions 
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Artist Denny Dent brought his “Two Fisted Art Attack” to Friday's Homecoming picnic. Behind him 
is his painting of legendary rock guitarist Jimi Hendrix. Dent put the work together in a matter of minut 
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Binns takes new post 


Former financial aid counselor to assist minorities 


BY STACIE SISK 
STAFF WRITER 


5 a 1983 Missouri Southern 
raduate, Kelly Binns con. 
ues to give back to the 


College 

Binns is completing her first week 
4s counseling services assistant, a 
Position recently converted to full: 
time status at Southern. 

Her responsibilities include re 
searching demographic variables, 
assisting with existing services within 
the office. and the implementation 
of new programs designed to provide 
students with career direction. 

It’s an opportunity for me to help 
launch some new programs” Binns 
said. 

In her new position, she will focus 
on three major programs 








The first is the appropriation of a 
grant donated to Southern by Sprin 
field developer John Q. Hammons 
The funds are allocated to the C 
lege’s future minority scholarship 
programs 

The counseling office also is using 
the donation to initiate an on-cam. 
pus educational program for current 
minority students. 

“We want to have special program: 
and speakers for the students,” Binns 
said. “We are inviting minorities to 
tell us what they want to sce 








Line # Course # 
0308 CADD 298 
0335 CAMT 238, 
0507 EDUC 100 
0506 EDUC 100 
0509 EDUC 100 
0697 ENG 150 
0702 ENT 203 
0704 ENT 205 
0708 ENT 209 
0891 HIST 298 
1092 MS 111 
1468 PYS 100 
1521 PSY 105 
1629 TH 221 
2281 ENT 202 
2351 Hper 101 
2605 PSY 105 


***Meets Oct. 29-Dec. 12. 


PLEASE NOTE CHANGES IN 


Binns is working with the Joplin 
R-8 School District to determine 
criteria for the program, including 
such things as grade levels of recruit- 
ment and which students are most 
deserving of the assistance 

While the specific criteria need 
to be established, the goal will be 
provide support and encourag 





nt 
to youth and provide access to higher 
education” explained Dr. Earle 
Doman, director of counseling ser- 
vices at Southern 

Binns also is working on a plan 
called Career Connection. The pro- 
gram, to be open to all students, will 
seek to provide dircction to students 
vin a direct link to a professional in 
their area of interest 

This program is in its infancy; 
Binns said, “but we hope to get it 
started by next semester. With Career 
Connection, students shadow profes- 
sionals. They can tag along for a day 
and spend time with members of 

















According to Binns, the program 
has already: received positive respanse 
from professionals interested in 
becoming advocates ot mentors for 
student participants 

Carver Connection will be geared 
primarily toward students with un- 
declared majors. Binns wants the 
program to “help students make wise 
choices” 


In addition, she is working with 
Doman on a transfer scholarship 
handbook with Northeastern Okla- 
homa A&M and Crowder College 
The aim is to assure that credits will 
transfer between colleges 

Neither Doman nor Binns is sure 
how Southern's newly adopted inter- 
national focus will effect the coun- 
seling office, but both expressed a 
hope that the programs could ben: 
efit all students 

Binns, chosen from 150 appli- 
cants, was one of six interviewed for 
the position. According to Doman. 
Binns was singled out for her basic 
qualifications and communication 
skills In addition, her familiarity 
with Southern as a financial aid 
counselor has been an advantage for 

her and the College 
Her background has been an aset 
already,” Doman said “Being 
familiar with Southern has climi- 
nated a lot of training needs It has 
been a real plus’ 

Binns sees the job switch as a nat- 
ural progression and hopes to stay in 
this new position. 

“Financial aid gets the student in 
the door,” she said. “Now, carcer 
counseling can take them further 
and help them explore their world. 

It's really exciting to be able to 
implement programs that will be 
beneficial to students.” 











MISSOURI SOUTHERN STATE COLLEGE 


SCHEDULE OF CLASSES 


FALL 


Course Title cr 


PC DOS 
PC 00s. 
Orient to Educ 
Orient to Educ 
Orient to Educ 





New Business Tax 
Problems Wi Recent 
Diplomatic Histary 
Adventure Training" 
Lad 
Gen Psychology 
Selt-Awarmess 
Career Plan 
Theater Lab 
Business*** 1 
Opportunities 
Swimming" 1 
Selt-Awareness 1 
Cares’ Plan 


LINE NUMBER 0891 AND LINE NU 


Must sign up for the MS111 Lab 
** Listed in Regular Fall Schedule Book, Meets Oct. 16- Dec. 11 


MID-TERM OR OFF-SCHEDULE 


1990 

Hour Days 
&:00-10:50 w 
1:00- 250 Ww. 
8:00-8:50 MW. 
9:00-9:50 MW, 
1:00-1:50 TTH 
400545 MWE 
10:00-10-50 MWE 
11:00-11:50 MWE 
&00-9:50 MWEF 
x00-4:40 TW 
X00 3:50 MW 
3:00- 50 1TH 
3:00-4:15 MTWTH 
10:00-10:50 mW 
1,00 3:00 Tm 
6:30-9:15 M 
5:30. 7:10 TH 
6:30 9:00 T 


MBER 2281. 
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HOPE IT DOESN'T BITE 


Robin Tevebaugh, a freshman accounting major, decides whether she 
Tucker, a freshman criminal justice major, in thelr General Psychology c 
were using the rat to study the Skinner Box experiment, designed 
laboratory animals. in the experiment, the students tried to condition 
through a maze. The class was allowed to hold and study the rat alter 








EA HUTEON 
should take the rat from Nathan 
lass last Thursday. The students 
to test learning ability among 
the rat to choose a certain path 
the experiment was concluded. 





© Raciallrrom page 1 
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ats a broad policy may be in 
order. 









1 think they (race relations poli 
cies) would be tough to write.” he 
said. “and I would Jean more 
broad-based, 













philosophical policy 















































Room Instructor rather than specifics such as ‘thou 
shall nots 
T18 He also agreed with Dolence that 
T1968 with Southern’s move toward inter- 
et) nationalization, problems may come 
we to the forefront 
Hit T think there's going to be a necd 
MH307 for the awareness that there is pe 
MH308 1 for more conflict io thi 
MH308 Doman said =With our international 
MA-103 rave thrust, I think it's a safe assumption 
Pati? Dunn that we will see more international 
Pati? Duna students and more incidents of con- 
Tn2t2 Honaker flict: 
H-217 Vermiltton At present, Springfield officials 
coon a= are considering the need and feasi 
M300 Klelndt bility of a restrictive ordinance for 
the city 
According to Betty Parnell, exec 
utive director for the Mayor's Com 
mis non Human Rights, Spring: 
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14-20. 










Registration for these courses will be held 
Heames Hall, first floor. Classes begin the w 
drop a mid-term class with a ""W"" is Nov. 9. 


An Invitation 
To M.S.S.C. Students 


Are you searching for God's will for your life? 
Are you looking for a church home away for home? 
Do you desire fellowship with other Christians? 


Come to the 
4th & Forest Church of Christ 
and become part of the 


Refunds: Oct. 15-19, 80 percent 
Oct. 21-Nov. 1, 50 percent 


















11:30. a.m. and 1-3 pm., Friday, Oct. 12, in the Registrar's Lobby, 
eek OF Oct is: and eontinue torduge therand et thee eectee oe day to 
Finals for these classes will be given with regularly scheduled finals Dec 
















who hear about the picnic might 
create a further food shortage. With: 
~ | out presentation of L.Ds, there is no 
way to determine a Souther student 

from anyone else 
Dean Mo a senior chem 













istry and bio stu 





nt left with a sparse select 


THIS FALL, HOLLYWOOD’: 





racial tensions in the past and special 
interest groups have expressed con: 
cern over the issue 

She said hearings are currently be 





ing held, and a model ordinance is 
being used to weigh the matter. The 
ordinance includes a resrtiction on 
harassment related to sexual orien: 


{ation as well as.to race 
Parnell said the nature of the prob- 
lem makes it difficult to decide 
The people are afraid to talk 
about it? she d. “They're afraid 
me to the nicetings It's a tough 








t 





She said no further action will be 
taken until hearings are concluded 

If such an ordinance is passed, she 
said, a stiffer penalty would not be 
the only, effect. i 

“Ifcrimes are committed and they 
scem to be hate crimes, they would 
be listed as such to-4ke If theres a 
pattern she said. 














n, Joplin city clerk, 
is not'aware nfsuch a prob: 

Jem or controversy” existing here: 
They were out of some things, 


but the 
Twat 









1g was good,” he said, 
because by the time 
of class, almost everything 
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Was over. We were left out of most 


of the activitic 
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church family. ADORABLE LEADING MEN ARE ON HBO. 
Where can you find the most captivating stars this fall? On HBO! of course! 
Where you'll be entertained by Mel Gibson, Michael Douglas and Bruce Willis 
(as the voice of “Baby Mikey”) in the hits, “Lethal Weapon 2° “Black Rain” and 
“Lock Who's Talking” Not to mention the charming host of HBO's “Tales from 


the Crypt’ the weekly series that's not afraid to laugh. 


at life's darker side, Plus you'l warm up to the wry 
SIMPLY THE BEST 
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STUDENT HAIRCARE SAVINGS! 
-———-—— This Week Only -—————— 


$4 OFF STUDENT CUT | 
L Reg. $8 Mastercuts | 

ERM | 
| $B OFF ay REA iM 


No Double Discounts 
With Student I.D. 


We Trim Prices, Not Quality 
Walk-Ins Welcome 


MasterCuts 


family haircutters 
782-8270 


4th & Forest Church of Christ 
401 Forest 
Joplin, Missouri 64801 
Telephone: 624-1795 


Sunday Morning Classes 9 a.m. 
Sunday Morning Worship 10 a.m. 
Sunday Evening Worship 6 p.m. 
Wednesday Evening Classes 7 p.m. 














wit of Steven Wright in the “HBO Comedy How 
‘Sotune in to HBO. For an sutumn you'l really 
fall for 


















Close to campus. Classes on 
Sunday moring and Wednesday night 
for college-age students. 
Fellowship and activities throughout the 
year for college-age students. 
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Need a ride? Call the church office. 624-1795. 
No RSVP required. Come as you are. 






624-6340 





Northpark Mall 





1, 1990 


Alveres gets nod | 
at Homecoming 


BY CARINE PETERSON 
EDITORIAL PAGE EDITOR 






When Alvarez began taking cases 










“Iaid not expect 
only entered be 
friends wanted me 
Lcould make mo 
entire experience 

Alvarez, a resident of P 
said she had not 
ning the title She was 
the Residence Hall A 
Tf you 









“I only entered because one of my 
friends wanted me to and | thought |! 
could make more friends out of the en- 
tire experience” 


—Elivette Alvarez, 1890 Homecoming queen 
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Felix Alvar 
her parent 


> graduate with a 






My parents have 
of Jove and sup, 
dreams come true 
need them they are alway 








ake my 
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Alvarez came to the Uni 
and Mis 





got adapted t 
she said. ~I 





J States 







as har 








know anyone 
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Senate 
to send 3 
to session 


hree student senators will get 

| the chance to attend a national 

dership conference thanks 

to a $795 allocation at last night's 
meeting of the Student Senate 

Dr. Earle Doman, director of 
counseling, invited|the senators to 
attend the conference His office will 
supply joney needed for travel 
and accommodations. The funding 
allocated by the Senate will be used 
for registration fees for the senators 

Mary Hanewinkel, Student Senate 
president, will select the participants 
She said she will attend, since she is 
ajunjor and can use the information 
gathered at the convention next year. 
She said the other two senators prob- 
ably will be sophomores 

The conference will be held Oct. 
25-28 in St. Louis 

In other Senate business ast night. 
World Issues for Study by Educators, 
established this 
global and cul- 
tural awareness, cancelled its request 
for funds to visit New Orleans inner- 
city schools because of a teacher 
strike there. 

The Senate's efforts to clean up 
bulletin boards around campus has 
so far been a success, Hanewinkel 
ssid. The senators clear off old 
Notices and make sure all announce- 
ments have been stamped for display 

T think it’s working out real 




















janewinkel said. -I'm trying 
to sneak them (senator) into getting 
imolved. Maybe if 1 make it look 
easy, they'll get more involved 

The Senate also has set up an of- 
ficial “Save The Barn® committce 
headed by Lory St. Clair, treasurer, 
and David Swenson, junior senator. 

Pam C Senate secretary, said 
the committee will pull in all organ- 
izations interested in helping with 
activities designed to rebuild the 
Barn Theatre. closed as a fire hazard 
in February: 

Many groups across campus have 
expressed an interest! in seeing the 
Barn renovated. The committee will 




















“ee Alvare: padi from SAFER look into that possibility. Already, 
igh school in Puerto Rica, then at Uhe Campus Activities Board 
ER. The Psychology Club (top) passes by an advertisement for its science and the Biology Club (bottom) 
tended her fist yeacofcollegthere care center and absolved ithe ptures first place In the float compelition at the Homecoming parade held Saturday on Maln Street. || theatre department have ex 


as welll RHA and International Club, 


interest in helping. 




















Follow your nose to 
the new store at the 
Crown Center at 
12th and Range Line 








Buy One 6”’’ Sub 
Get One of Equal 


or Less Value Free 
With the pene of a 22 oz. drink. 


(Offer ose at part 





1 

Oven fresh bread 1 

is the freshest I 

bread, your nose | 
knows it. And 

we give you your | 

choice of either 1 

1 

1 

1 

1 

1 









Honey Wheat or 
Italian, each baked 
in our own ovens, 
at Subway. Where 
you can smell the 

freshness. 













Offer expires Nov. 15 

e@ Crown Center 

@32nd & Range 
Line 















Free Spring Break Trips 
To Individual or student organizations 
Promoting Our Spring Break Packages 

Good Pay and Fun. 
Call CMI 1-800-423-5264 


Help Wanted For Spring Break 1991 


Individual or student organization 
Spring Break trip. Earn money, ft 

work experienc 

CALL INTER-CAMPUS PROGRAMS: 1-500-327-6013 





Have a drug problem? 
Call 


Narcotics Anonymous 
(417) 781-2210 


ded to promote 
ips and valuable 






Need Help? 
Call 
Birthright 
We care 
call 781-3210 
















ESPECIAL? 


i 
| HAMBURGER 
i DELUXE 

| FRENCH FRY 
| MED. DRINK 
; $1.99 

i 





TO 
11:30 PM 
DAILY 


ACROSS 
FROM 
TECH. BLD. 


GE WT MISTARS. 





SPECIAL! | 
| FT. LONG CHILI DOG} 
OR } 

TWO CORN DOGS, , 
FRIES & MED. DRINK! 
$1.99 i 


Se | 





‘SPECIAL! =! GRILL 

| SPAGHETTI RED | OPEN 

f WITH ; 9:30 AM 
' MED.DRINK ! TO 

} $1.99 | 11:30 pm 
1 p DAILY 


EXPRESS 
FOODSTORE {7s 


EAT 


CALL IN CARRY OUT 
623-9095 
3525 NEWMAN RD. 


MIKE'S 
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EDITORIALS 


Editorials on this page express opinions of The Chart 
staff. Observations elsewhere on the page represent 


independent viewpoints of columnists, cartoonists 
and readers 













Quick cure? 


| a sad fact that, for the most part, 





























































money is the reason why the dangling 
limbs of higher education may soon sever. 

A sad fact, but a true one. 

One group, Missourians for Higher 
Education, is stumping the stale for some 
$367 million for such institutional 
necessities like maintenance and repair and 
capital improvements. Ideas and rhetoric 
abound, but few have a clue as to where 
the money should come from 

But for the Missouri taxpayer, the climate 
may be changing. Several MHE surveys 
suggest that about 70 percent of the state's 
voters would support a tax increase to 
assist higher education. Sounds encouraging 

A stumbling block remains, however. This 
year, as in past years, getting Gov. John 
Ashcroft to sign legislation for a tax 
increase will be like to trying to part water. 
As stubborn as ever, Ashcroft says he will 
take the MHE's findings under consideration, 
but still hints his doubt about doing anything 
that would increase funding 

But we may be in luck this time. Members 
of MHE say a referendum could go to the 
voters as early as June, therefore by- 
Passing the expected Ashcroft resistance. 

It a referendum does go before the public 
next year, let's hope it sees the need that 
exists in the state's higher education 
institutions. There are salaries to be paid, 
buildings to be fixed and constructed, and 
equipment to be repaired and replaced. If 
things should sound bleak, all the better. At 
this point, desperation is all we have. 


Bad timing 


uring Friday's Homecoming festivities, 
D: very important campus activity was 
lost in the shuffle. 

At noon, a teleconference on race 
relations and racial harassment was held in 
Matthews Hall. Nine people attended 
Missouri Southern’s telecast of the seminar 
While the lack of attendance can't exactly 
be called shameful, it was disappointing. 

The timing of the teleconference, from the 
College's point of view, was perhaps the 
worst it could have been. The conference 
began at noon, highpoint of the Homecoming 
cookout. Understandably, many students 
and faculty had already made plans to 
attend the cookoul, giving little attention to 
the teleconference. 

The College's hands were tied in this 
instance. Perhaps, however, more than a 
yellow flier on the seminar would have been. 
appropriate. The College did little to 
Promote the seminar, which was more than 
likely the reason for the poor turnout 

The College should consider opening a 
serious dialogue on race relations, as it is a 
problem at many campuses. 

Racial harassment and race relations, 
whether a negative situation exists at this 
campus on both of those fronts, are not 
issues from which we can turn our heads. 
However, we can make the topic more 
accessible and more important by playing it 
up that way. Such topics are nol deserving 
‘of hype, but a little shove wouldn't hurt. 
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When entering college, have open mind 





BY CHRIS COX 
CAMPUS EDITOR 





then I was a freshman in high school, I did 
everything I could to fit in. Was L alone in 
V V this journey for attention? I would be lying 








if T said no 

We have all, at one time or another, done some- 
thing to try to be “cool 
The result of our quest for 


attention usually ended up 
in the loss of our identity— 


our true personalities and 
opinions ended up being 
sacrificed 


By now, anyone who has 
any’ sense of dignity should 
understand this The only 
way to be truly happy is by 
being yourself. Extreme 
conformists can go to hell ] 

Of course, not conforming to normality gan be 
risky 

Probably’ the scariest example of a risky situation 
Thave encountered ha 





ned 
to Kansas City with some 
Harders in Clinte 


a May. 1 was driving 
iends. We stopped at 
Thad the need for some french 

















fries. Unfortunately, we stopped at what seemed to 
be a red-neck convention. 

When we entered the restaurant, we received the 
most horrifying looks, not unlike the look your mother 
guve you when you ate your first piece of “dog duckie 
(Am [the only person who did that as a child?) 

A chill ran up my spine, and despite my wishes 


we decided to go ahead and eat there 
We were trapped. 





Throughout our meal, we were stared at. [looked 
around only once to find that we were still the center 
of attention. I had had enough. 


When we got up to leave, so did half the group. 
One guy, who could barely walk because of his 
drunkenness, asked my friend and I “Is yuns faggots?” 
To that intellectually enhanced question, 
girlfriend replied, “Nice beltbuckle, stud. 

My jaw dropped from shock (she had forgotten that 
it was me who was going to get his crap beaten), and 
we ran to my car. I'm glad the whole “welcome to 
our town” lynch mob was drunk, otherwise we would 
have probably: gotten a hangin 

Don't these people know what decade, let alone 
what century, it is? Just because my hair isn’t still 
feathered _and_parted perfectly down the middle 
doesn’t mean that 1am lover’éf men. 

Wake up. It's the ‘90s:and ignorance is out of style 

Another incident that happened recently was at the 
John Anderson concert. What was displayed there, 

















like the first incident, was a basic lack of intelligence 

Before my friends and I even walked into the con- 
cert someone said “Them’s some tough lookin’ 
cowboys. 


Trying to think of something clever to say to that, 
another man in the group yelled “Yippiekayuee” 
Could it be that we were there to have fun? Not 
.ow off our belt buckles and 10-gallon hats? Not 
to show the ~fellers” that we could cram as much 
chaw in our mouths as they could? We just wanted 
to have a good time 
During ¢ 








concert, I noticed that a small argu- 





BY JEFF STINNETT 
SIGMA NU PRESIDENT 


hat do $5 percent of all Fortune 500 exec 
utives, 85 percent of all Supreme Court 
Justices since 1910, 23 United States pres 





idents, and 16 United States vice presidents have in 
common? They are all 
members of Greek letter 


social organizations 

For over 200 years Greek 
organizations have been a 
major part of colleges and 
universities in our country 
They have helped develop 
the leadership qualitics that 
our country’s leaders possess 








today. Did you know that a 
recent survey done st major 
jes across the coun- 
try showed that of all incoming freshmen, 
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5 percent 


IN PERSPECTIVE 


of thase w 










raduated in four years were Greek, 





compared to 45 percent non-Greek? It is obvious to 
me that if a college or university: is to grow and 
develop a strong Greek system is a must 





Let me tell you about some of the things the Greek 








organizations at Southern do for our community. We 
have over four miles of highway under the Adopt-A- 
Highway program. We also donated time and money 





to organizations such as the Multiple Sclerosis Foun- 
dation, March of Dimes, Cerebral Palsy Foundation, 
and Soul's Harbor Mission. Recently we sent care 
> the troops now stationed in Saudi Arabia 
ou ean see there is much more to Greek life 
arties. We do have social functions, but they 
organized, controlled, and most have a 







are alway 
theme that is not related to alcohol. In addition, all 
members are not allowed to attend functions if they 


ment between three men ended up in a “Let's take 
it outside fight 

~You want to make something of it?” said immature 
stud No 1. 

“I ain't looking for trouble, 1 came here to have a 
good time,” Said the seemingly rational peacemaker. 

To this reply, stud No 2 (probably thinking the man 
would never fight anyone), said. “I'll take you on™ 

In order to defend his pride, the “peacemaker 
decided to go outside to prove to the four or five 

’bored from the concert” that be was truly a man, 

At this time, the saying respect your elders” was 
worth about as much to me as my biology grade last 
semester. [think I was more mature in my childhood 
days. | 

The two incidents I talked about are just a few ex- 
amples of what I have experienced just because I 
prefer to be myself 

The ignorant people I have encountered are the 
ones who have conformed to things all their life. lack- 
ing basic culture and not knowing afi better. 

Enter college with an open mind, Sure: someone 
might look a little different than you, but you'came 
to college to learn, didn’t you? If you would open your 
mind and let that person enter your world, you might 
be surprised by the knowledge you could acquire 

Some people believe that a “bum” is a person who 
shouldn't be touched with a 10-foot pole, but you 
would be amazed what you could learn from that 
type of person. Most bums will admit that they 
screwed up their life, but they can give helpful ad- 
vice that could keep you from making the mistakes 
they did. 

Take your college opportunity to find out who you 
really are. Now, take a look at yourself. Do you like 
what you see? If not, it's never too late to change. 





























Greek organizations enhance Character 


do not maintain a certain grade-point average Mem- 
bers are in school for an education first and frater- 
nities or sororities second. 

Itis time the administration realized that a strong 
Greek system is not only in the best interest of Mis- 
souri Southern, but also a necessity if Southern is to 
grow and develop. The communication between 
Greeks and the administration and faculty has never 
been very good. We would like to take the first step 
in improving the relations. We will soon be hosting 
4 faculty reception, This will give the members of the 
administration and faculty a chance to get to know: 
more about the Greck way of life We hope you will 
take that opportunity: to learn more about us. 

In dosing we would like to thank The Chart for 
allowing us to print articles and pictures in the paper. 
Thanks to Doug Carnahan for all his help and sup- 
port. And, a special thanks to Naney Disharoon. With 
her help we have managed to stay’ afloat and survive 
Nancy, we all appreciate vou more than you know. 
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Drive a success 


hanks go to the students, faculty; and staff of 
"T fissouri Southern for making the Red Cross 
Bloodmobile such a success on Monday: The goal 
of 125 units was surpassed with 129 units of 
blood collected! More than 20 student organiza 
tions were represented as donors, with several 
recruited from the community. Several were 
first-time donors and they deserve a special 
thanks for beginning what I hope will become 
a lifetime habit 
The Student Nurses Association wins the free 
pizza for having 12 of 30 members (40 percent) 
donating. The Char! came in second. Everyone 
seemed to enjoy the canteen and the goodies fur- 
ished by area merchants. The next bloodmobile 
‘at Southern will be March 4, 1991, with free pizza 
going to the student organization having the 
greatest percentage of members donating blood 















Willie Shippee 


THe CHarr 


Five-Star All-American (1982, 1986, 1987, 1988, 1989, 1990) 
Regional Pacemaker Award Winner (1986, 1988, 1989, 1990) 
The Chart. the official newspaper of Missouri Southern State College. 
is published weekly. except during holidays and examinations periods. 
from August through May, by students in communications as a laboratory 
experience. Views expressed do not necessarily represent the opinions 

of the administration. the faculty, or the student body 


CHRISTOPHER CLARK Editor-in-Chief 





Jason Cleveland 





Stephen Moore Executive Editor 
Angie Stevenson Managing Editor 
Steve Sakach Associate Editor 

T.R. Hanrahan Associate Editor 
Carine Peterson Editorial Page Editor 
Chris Cox Campus Editor 

Diane Van Dera Assistant Editor 

Jon Noirfalise Advertising Manager 
Scott Clark Cartoonist 


Circulation Manager 


Chad D. Stebbins Adviser 
Richard W. Massa Executive Adviser 























Sik 





Siident Nueces Acociation adviser 


Staff Members: Mark Ancell. Rod Shetler. Kelly Wells. Paul Hood. Ted Conn. 
Deana Perking Jan Gurdner. Kaslea Hutson. Nick Goble. Lorena Bates Stacie | 
= > 




















ros cco GLOBAL VIEWPOINT 


THE CHART / PAGE 5 








= 





Holy War ne 


eds 


Spiritual leader 


BY ALI AKBAR VELAYATI 
LOS ANGELES TIMES SYNDICATE 





[Editor's note: Ali Akbar Velayati is 
the foreign minister of Iran, a post 
he has held since 1981. He was in- 
terviewed by New Perspectices Quar- 
terly on Sept. 26 in New York. 

When Saddam Hussein appeals for 
a Holy War of Islam against the West, 
does it resonate in Tehran, or do you 
regard it with cynicism? ‘ 
VELAYATI: The question of sincerity 
is very important. The Moslems in 
our country and elsewhere will only 
follow Islamic spiritual leaders whose 
own past confirms their convictions 
and Islamic orientation 

As a secular Baathist, Saddam 
Hussein had a different attitude in 
the past. He didn’t talk about Idamic 
values and the Holy War (before the 
invasion of Kuwait). He is not an 
Islamic spiritual leader, he is the 
president of an Islamic country: 

So his appeal for a Holy War falls 
on deaf ears? 

VELAYATI: The faithful are wait- 
ing for an invitation that will extend 
to them from an Islamic spiritual 
leader. 

Now that Iran has joined the em 
bargo against Iraq, it has ended a long 
period of international isolation and 
rejoined the community of nations 
Do you think it is time now to further 
extend mending the relationship with 
the West by revoking the death sen- 
tence against Salman Rushdie? 

VELAYATI: That is quite dif- 

nt. When somebody insults the 
Islamic values and Istamic 
principles, you cannot ignore it 

If you look at the history of the 
Salman Rushdie question, you will 
find that all Islamic countries en- 
dorsed what Imam Khomeini said 
A few months after the issuing of the 
verdict against Salman Rushdie, that 
verdict was endorsed unanimously 
by: all 46 members of the Islamic 
Conference which met in Riyad. 
‘That included Turkey 

Including the condemnation to 
death? 

VELAYATI: Everything, yes. It 
showed that this (verdict) is based on 
Islamic values 

So you are saying that. as of this 
‘moment, the Iranian government's 
position is the same on Salman Rush- 
dic as it was at the time the verdict 
was issued. 

VELAYATI: There has been no 
change 

On behalf of the European com- 
munity, the foreign minister of Italy, 
Gianni de Micheli. has proposed a 
way to resolve the Salman Rushdie af 
fair with an exchange of statements 
The EC would say they respect all 
religions including Islam. and in 
retum, Iran would make some kind 
of statement pledging respect for the 
established international code of con- 
duct. which implicity rules out in- 
Citing belicvers to commit murder. Do 
you think this kind of approach may 
lead to a resolution of the issue? 

VELAYATI: When you (as a citi- 
zen of the United States) express your 
views about values it doesn't mean 
that you are going to intervene in the 
internal affairs of other countries. 
For example, when you talk about 
human rights in the Islamic Repub- 
lic of Iran and elsewhere, does it 
mean that you want to intervene in 
the internal affairs of others? 

No 

VELAYATI: So, this is the value 
that you support. Our situation is 
the same when we say that nobody 
has the right to insult Islamic values 
und also Christian values 

If anybody insults Jesus, the ver- 
dict is the same on the basis of Is- 
lamie values. Jesus and Moses are 
also prophets of Iam. These are our 
Valuex We support them ven strong- 
Ix: So the question of intervention in 
internal affairs is another thing 

But the question is not about the in- 
ternal affairs of Iran. Perhaps that 
would be the case if Salman Rushdie 
went to Iran. The issue concerns a ver- 
dict to be followed by all believers ir- 
respective of national boundaries. to. 
follow: up this death threat against 
Rushdie. 

AAs Iran joins the international order 
again, as signified by joining the em- 
argo against Iraq. it must resolve this 
issue in some way: Or are you saying 
that it cannot be resolved as long as 
Salman Rushdie live? 

VELAYATI: We abide by interna- 
tional law, at the same time we are 
abiding by Islamic values We think 
there is not contradiction between 
these two issues. So, as I said. the 
Verdict is still valid, and nobody can 
say itis not valid because itis based 
on Islamic principles 2 

Wall, the verdict may: not scem in 
contradiction with the international 
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order to you, but it does to most of the 
other foreign ministers sitting over at 
the UN because inciting murder across 
boundaries is something which is not 
accepted. 

VELAYATL It is up to them to 
decide about their policy. We are 
very frank and we have expressed 
our views very clearly. There is no 
compromise. 

Sa, there is no move afoot to resolve 
the Rushdie question. There is no 
compromise. 

VELAYATI: This is not the issue 
for compromise. 

Despite your statement at the open- 
ing of the UN General Assembly that 
Iran will keep the embargo against 
Iraq, rumors persist that there is a 
secret deal to trade Iraqi oll for Ira- 
nian food. Can you categorically dry 
that any deal exists? 

VELAYATI: Yes. I will say, cate- 
gorically, there is no deal, We are 
very carefully observing the UN sanc- 
tions against Iraq. While most Arab 
countries kept silent for almost two 
days after the invasion of Kuwait, we 
condemned the invasion and Iraqi 
‘occupation categorically within 18 
hours after it transpired. 

The UN sanctions will not be vio 
lated from our side of the border. 
That is our decision and we are de 
termined to make it effective. 

In your view, would the whole 
Islamic world. including the Gulf 
States and Egypt, regard Israeli in- 
volvement in the sme way and change 
their present alliance with the West 
against Iraq? 

VELAYATI: Israel's involvement 
would change everthing everywhere 
If it is not the position of some 
Islamic governments, I can tell you 
frankly that it is the position of all 
Moslems 





Iran has condemned the Iraqi ag- 
gresion and demanded a pullout 
from Kuwait, but it has also con- 
demned the presence of US 
Western military forces in the Gulf, 

But can Saddam Hussein be forced 
to withdraw without! the massive 
Western military’ presence? 

VELAYATI: We are hoping for a 
regional solution because the pre- 
sence of the US. and other Western 
forces cannot be justified from the 
standpoint of Islamic values. What 
is important is that the Western 
military forces leave immediately 
after the ending of the erisis in the 
Persian Gulf. 

The Moslem faithful will not ac- 
cept the kind of “regional alliance” 
modeled on NATO which US. Secre- 
tary of State James Baker proposed 
several weeks aga. Since he has been 
quiet on this matter most recently, 
we hope he has dropped the idea 
and become sensitive to the hostili- 
ty our region has displayed toward 
a foreign presence for centuries 

Sa, do you think Wester forces 
should leave now? 

VELAYATI: If we are talking 
about principles, the very invitation 
extended to Western countries to 
‘come to the Persian Gulf was a mis- 
take. The continuing military build- 
up compounds that mistake 

The West should start thinking 
strategically about the region. Let 
the countries of the region do the job 
themselves. Three years ago, the 
West was determined to help Sad- 
dam Huseein by equipping him with 
everything he wanted, including the 
chemical weapons which he used 
‘against us 

‘At that time. nobody cared. Now 
‘we are all trapped by this man with 
weapons of mass destruction at his 
disposal 

We said at the time that the West 
should not interfere in the region 
and make matters worse. And we say 
it again now. Let us Moslems handle 
it. The permanent presence of for- 
eigners is very dangerous 

Jordans King Hussein has said the 
presence of Western forces in Saudi 
Arabia is a desceration of the holy 
Sites of Islam. 

In only’ eight months the annual 
Hoj pilgrimage to Mecea will take 
place Given what youve said. imt 
this asking for a conflagration? 

VELAYATI: That is why T must 
say frankly that the prolongation of 
this process and this deadlock is very 
dangerous. Day by day the situation 
grows more complex. The mast im- 
portant parameter entering the pic 
ture as the Haj approaches will be 
the generalized protest of faithful 
Moslems against the presence of for- 
cigners in the Holy Land. 

The ordinary: people are against 
this. It isnot a matter of politics, but 
of faith. After all, no foreigners are 
allowed in the holy places where. 
during the Haj, vou cannot even Kill 
‘a mosquito and scratch your own 
body too vigorously. 
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By Steve Newman 





New Zealand Volcano 


[wa A volcano erupted near 
New Zealand's White Is- 
land in the Bay of Plenty 
that sent an ash cloud 10,000 feet 
into the air. R followed a major erup- 
ton in early June which doubled the 
‘size of the volcano’s main crater. 


Puerto Rico Quake 
A Richter-magnitude 4.5 
earthquake rocked Puerto 
Rico on Monday, but there 
were no reports of injuries or dam- 
age. The earthquake was centered. 
‘nearthe coastal city of Humacao, 30 
miles southeast of San Juan. 
Other earth movements were fel 
inwestern Japan, east-central idaho 
and in the East China Sea between 
Japan and Taiwan. 


Tropical Storms 

Remnants of Tropical Storm 

Gene swept through west- 

ern and central Japan, 
killing at least four people and injur- 
lng 13 others. Heavy winds forced 
the cancellation of 96 high-speed 
bullet trains on the rail ine between 
Tokyo and Osaka. One hundred 
fights were canceled at Tokyo's 
Haneda airport because of high 
winds and rain. In the Atlantic Ocean, 
tropical storm Klaus forced the gov- 
emments of France, Curacao and 
Antigua to issue tropical storm wam- 
ings for the northeastern Carbbean 
islands on Thursday. 


Ecological Disaster 
Officials in Soviet 
Kazakhstan demanded 
that the Kremlin declare a 

| state of ecological disaster folowing 

a Sept 12 explosion at anuclearfuel 

plant. Toxic gases from buming 

berylium filled the streets in some 
paris of Ust-Kamenogorsk. and sev- 
eral people were injured. The pres 
dent of the Kazakhstan republic said 
loca] officials had already deciared 
the region an ecological disaster 
zone. The plant is one of the largest 
producers of fuel for nuclear power 











For the week endir 
October. ay 


Plants in the Soviet Union and is 
located near the border with China 
and MongoEa. 
Wet Harvest 

(Cold and rainy weather in 

the Soviet Union has raised 
ars that much of the po- 
tato harvest might be lost. Soviet 
Prime Minister Nikolai Ryzhkovwent 
(0n|television and told the Soviet 
People, "We havetwo orthree weeks 
1OSave the crop." The situation is so 
desparate thal the Soviet Foreign 
Minsstry sentits staff memberstothe 
‘comiryside to help save the crop. 
The ety of Moscow must stockpile 
‘550,000 tons of potatoes {or the 
‘Water months, but supplies so far 
have only reached 38,000 tons. 


Tiger Attack 
Nine people have been 
killed by tigers that roamed 
through a Bangladeshi 
fishing village near the Sunderban 
forest. The dead include two young 








Girls whose bodies were found by 
guards. Fory people have been kiled 
by tigers this year in Bangladesh. 


Bangladesh Floods 


At least 16,000 people 
heey} were marooned by 

floodwaters in northern 
Bangladesh as flash floods swept 
through dozens of villages. Untied 
News of ‘said nine chit 
dren drowned when the Jamuna 
River overflowed ts banks 65 miles 
northwest of Dhaka. Seventy per- 
‘cent of the nation’s farmland is un- 
der water. The low-lying deta nation 
is swept by floods each year that kil 
hundreds of people. 


Rhino Poachers 
Potce in Zimbabwe killed 
three rhino poachers in a 
wild shootout in the 
courbys mai same reseve The 
rs came from 
peor 


fifles as they entered the Hwange 


OF 


National Park in northwestern Zim- 
babwe. About 100 poachers have 
beenkilled since 1985 by police who 
Protect the 6,000 Black rhinos in the 


Beaver Botulism 

Scientists in Alaska fear 
the eating of fermented 
beaver tails has triggered 
deadly botulism outbreaks among 
‘Alaskan Native Americans. Three 
doctors, wrting in the Western Jour- 
nal of Medicine, believe tho switch 
‘away {romtradtional ermented food 
reparation may have triggered the 
‘Outbreak The delicacy is popular for 
its taste and as a symbol of native 
tradtions. Beaver tails have tradi- 
onally been fermented in clay pits 
‘dugin the ground. However, younger 
Native Americans have begun using 
plastic bags for the fermentation 








Unification cost 
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The unification of Germany is a 
“Victory for the silent and misunder- 
stood power, a divine judgement 
such as the world has never seen. in- 
scribed in letters of fire upon the 
tablets of history Or so it seemed 
to a typical gung-ho German in 
1871, the year Bismarck defeated 
France and created a united German 
Reich. The contrast between the 
triumphalism of 1871 (not to men- 
tion the 1930s) and the timidity of 
1990 could hardly be greater. 

Tt is not just that Germans have 
learned from their past madnesses, 
though many clearly have They are 
less overtly nationalist than almost 
anyone cle in Europe these days 
The brief burst of emotion when the 
Berlin Wall came down in November 
has given way to a restrained, busi- 
nesslike approach to unification, 
because it has been dawning on peo- 
ple just how much this friendly 
takeover will cost. That does not stop 
it being the deal of the half-century, 
one which may change the world in 
more ways than many people—Ger- 
mans and non-Germans alike—care 
to admit. 

The most immediate change will 
be German self-absorption with the 
task of rebuilding East Germany 
(the nioch-DDR, ~still-East Ger- 
many> as it was called: the ex-DDR. 
asit has been since Oct. 3). You have 
only’ to put a Porsche beside a Tra- 
ant to sce the size of the job ahead, 
though it has taken the shock of 
monetary union since July to make 
clear quite how run-down East Ger 
many is Bringing it up to West Ger- 
man scratch will| consume large 
chunks of policymakers’ time and 
much of their money: probably at 
Teast DM100 billion a year, some 4 
percent of GNP, for the next few 
years (thereby: all but eliminating 
the German external surplus that 
has been helping to finance Amer- 


Chinese all 





ASAHI NEWS SERVICE 








China. ensbelmed by a popal 
tion of around 14 billion, (is now 
faced with another headache: too 
many Chinese alligators 

The population explosion is the 
result of the country’s surcess i 
developing techniques to save the 
alligators from extinction! Now, 
becaise of a lack of funds, Chinese 
rescarchers have been forced to limit 
the number of eggs that are hatched. 

The Chinese alligator, which 
reaches a length of about one mete 
is native onlv to the Yangtze River 
Itis considered by biologists to bea 
living fossil and important in the 
study of evolution. D 


cas deficit). aren 

‘And now, just when Cermans 
would like to mind their own dif 
ficult business. they hear a hubbub 
of petitioners from outside. So much 
is expected of the new Germany, 
from all sidex This is a second big 
change, one likely to endure long 
after the ex: DDR is enjoying its own 
Wirtichaftsxcunder. 

From the East came calls for cash. 
Helmut Kohl, Germany's chancellor, 
bas already agreed to pay the Soviet 
Union at least DMIS billion ($115 
billion) to withdraw its troops and 
let Germany unite The Rusians 
pow look mainly to Germany to save 
them from economic catastrophe, 
which may be an impossible job. 

Nor can Germany alone rescue 
struggling Eastern Europe. though 
It will try to be generous. It has 
promised to reward Hungary for 
opening ‘an escape route for East 
‘(Germans last summer (“The German 
people will never forget what you 
have done” Kohl reportedly told the 
Hungarian prime minister in a secret 
meeting at the time). And failure to 
belp the Poles and others could bring 
flood of impoverished migrants to 
4 Germany already so overwhelmed 
by newcomers that it is considering 
changing its generous Laws on asylum. 

From the West come calls for 
commitment. Kohl's achievement in 
keeping a united Germany in the 
ester alliance, some of his NATO 
partners fear. could yet prove a mere 
diversion on the path to neutrality 
They worry about his special rela- 
tionship with President Gorbachev 
{mbolized by: their “Stavrapallo~ 
meeting in July), about East Ger- 
many’s special nuclear-free status, 
and about the impact on German 
opinion of 16 million people schooled 
on anti-NATO proraganda. Most of 
(Germam’s partners in the European 
(Community want to bind the palace 
in by getting German agreement to 
devolve more severeignty to Brussels 
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‘and to disolve the D-mark In a. 
Euro-currency. That at a time when 
Germans are struggling to cope with 
the inflationary effect of extending 
the D-mark to East Germany on 
over- generous terms. 

The wider world, too, is calling 
for imolvement. Last year President 
Bush spoke of Germany being a 
“partner in leadership> Now 16 
underwhelming response to the Gulf 
effort has shown bow far it still has 
to ga Hiding behind a constitutional 
clause limiting military action out- 
side the NATO area will no longer 
da 

All these demands reflect the third, 
and biggest, change Germany's 
enhanced status In the world, Not 
only isit a larger country with wider 
opportunties, it is a fully indepen- 
dent one. From now on, foreign sol- 
diers will be in Germany by invita 
tion only, and any new limits on its 
sovereignty will be self-imposed. 
Germany will speak up with grow- 
ing confidence, something its friends 
are already having to adjust ta. 

As Germany's influence grows, so 
willl its capacity to upset people 
Kohl and his fore{gn minister, Hans- 
Dietrich Genscher, have steered an 
admirably smooth course to unity by 
making lots of promises, at least 
some of which they will not be able 
to keep. German voters were told 
that the bill for unity could be paid 
without an increase in their taxes. 
The Russians were offered cash and 
eternal friendship The Poles were 
assured (after some unscemly hesita- 
tion) that their western border was 
secure. Germany's EC partners were 
promised complete Euro-commit- 
ment. Americans were promised 
continuing loyalty to NATO. The 
words “either” and “or” are not in 
the Kohl-Genscher vocabulary; they 
offer a Panglossian best of all possi- 
ble worlds. 

This is understandable, given that 
Germany sits in the middle of Europe 


ore than expected 


cara nd 
both sides happy: It is also-Unccal- 
Stic. Trade-offs and hard. choices 
cannot be ducked. Can) Germany 
satisfy the East's demand for ald and 
open borders? Will it stay in NATO. 
if German voters turn against the 
idea? Will Europhilia really make 
Germany ready to give up savercign- 
ty just when jt has got it back, or 
give up the D-mark just when East 
Germans are experiencing its security 
for the first time? Where interests 
conflict, the Germans will put their 
‘own interests first. 

The French, at least, clearly ex- 
pect as much, They note the sudden 
German scruples about EG mone- 
tary unions they assume that NATO's 
days are numbered, and talk of pull- 
ing almost all French forces out of 
Germany; and they feel that the 
relationship with Germany, once a 
Partnership of equals, will turn in- 
to a penny-farthing. Puzzled Ger- 
mans sce France behaving with 
raw national interest of a sort they 
liked to think had long gone out of 
fashion. Last week's summit in Mu- 
nich between Kohl and President 
Mitterrand was ane of the frostiest 
‘ver, and the supposed French-Ger- 
man motor of European integration 
is {a danger of stalling. 

It is worries like these that the 
ew Germany will have to face, and 
prove wrong, It will take German 
skill and unGerman sensitivity, but 
the logic of economic integration 
which conflicts are not allowed to 
get out of hand. Still, iti all rather 
daunting No wonder Germany is 
celebrating with mized feelings 

Released from its strings of 40 
years the new European giant must 
feel much like Gulliver did when set 
loose by the Lilliputfans: “I rose up 
with as melanchaly’ a dispasitian as 
ever [ had in life But the noise and 
asto:ishment of the people at seeing. 
me rise and walk are not to be ex 
pressed 





igators threaten to over populate 


It is also one of only two fresh- 
water alligators found in temperate 
zones. The Chinese government has 
declared it a first-class perservation 
species, along with pandas and Yang 
tze dolphins 

The alligators were pushed to the 
brink of extinction be farmers who 
bunted them because of the damage 
thes caused to dikes and rice pad- 
dies. and for their meat and bones, 
which fetch high prices on the Chi- 
nese market. 

Water pollution, caused by the in- 
creasing tse of fertilizers and chem- 
icalkhas also been a serious threat. 
‘Ten \ears ago the total number of 
alligators was estimated at Jess than 
500. 


In 1982, China began a breeding 
program at the Chinese Alligator 
Breeding Center in Anhui Province 
‘sith 170 wild alligators 

While in nature fewer than half 
the alligator eges hatch, the Chinese 
have already increased the rate to 98. 
percent. The number of Chinese 
alligators increased to more than 
2,000 in 1958 when 1,000 alligators 
were born. 

“We believe that weve already 
tablished a technisjue to breed be- 
tween 1,000 and 1,500 a vear> said 
Ding Jiren, chief researcher at the 
center. 

They may have the technology. 
but they don’t have the funds to sus- 
tain the program. It costs 150.000 





swan ($35,800) a year to feed! 1.000 
babiex but the center's budget is 
only two-thirds that amount. “Weve 
been compelled to limit the number 
of annual births to 500 at mast since 
1989> Ding said. 

There are two wavs to solve the 
overpopulation problem. he sald. 

The first is to return the center> 
alligators to the Yangtze River. How- 
‘ever. farmers in the region arestrong- 
Iv opposed to the plan and have 
demanded that the center cover the 
dikes and dam walls with bricks to 
protect them from the alligators. 
and compensate them for anv dam- 
age the animals cause. The center 
‘cannot afford this option. 





ee 
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Video company 


returns 


‘Fantasy’ offers 


BY CHRIS COX 
CAMPUS EDITOR 





Ultimate Video Fantasy will 
return to the Lions’ De 

The attraction, held fro: 
to 3 pm. Moi 
run from 10 












to 4 p.m. toda: 


Fifty-two videos were made Mondai 
‘Some people did it over and over 
again,” said Lisa We di 





of special events. fo 
Activities Board, 
to make a video 

The Ultimate Video Fantasy 
company hired by the CAB to m 


the € 
We want everyone 








professional” music videos, offer 
students more than 200 songs to 
choose from and 3,500 different 
special effect 












One student performed a v 
the theme to the televi 
The Greatest Americ 

In this video, Dennis Bi 


commu 








ications major, Ii 





green box ( 





n doesn't show up 
With a backgro 
appeared te 


the video screen) 
of buildings that 








from a major city, Burns looked a 
if he were fying 
Another vic d Madonna 





song “Like AV 





a.” lip-synced by 


Entertaine 


to Den 


realistic videos 





the Lions’ Den cafeteria worker 
who dresed up like flying nuns and 
imulated flight in outerspace 





We 






This 
to stay an extra hour. 

There was 
he said. “It's ti 
didn't have the g 


Dod « 





Tot of people 


1 there 








the Billingsly Student Center c 


t loud music 





mplain about th 


Because of last year's noise 








gunizers decided to hold t 
video production in the Lions’ Ds 
Once they stopped the music be 
ause it was vulgar,” Werst said 
This “vulgarity.” which The 
Ultimately Video Fantasy stopped 





the word: 


1 Under 


its judgem: 





Digit 







e Humpty Da 

at top 40 F 
The lyrics were 
unsuitable for 














Fantasy will 

it. The com: 
> tell it if 
material 


r to offer 


mini-concert, lecture 


BY KAYLEA HUTSON 
STAFF WRIT 


lecture focusing on what it 

A“= to overcome being an 
adult-child of an alo 

Will be presented by Bill Miller, the 


son of an alcoholic himself 
Miller will present his lecture at 












2 pm. Wednesday in the Conn 

Ballroom of the Billingsly Student 

Center, 
Miller, 


upona 


native American, 





reservation being abused by 





his father, who 
Miller now attends Al 
mous for support 
He lectures about adull 
said Lori St. C 
ecutive chairperson of lectures for 


in alcoholic 
ics Anon 











of alcoholic 


Activities Board, 
Jeal with that 


ng to St. Clair, the lecture 


the Campu: and 
what it takes to 


Acec 


is not only about Miller being the 





son of an alcoholic, but also about 





self-motivation, overcos 





cles, and being able to achieve goal 





a don't necesarly have 
an adult-child of an aleob 
joy his lecture 









can open your 
subtle messages thi 
be beneficial to 





According to St. Clair, the CAB 

booked Miller to coincide with Na 

tional Collegiate Alcohol Awar 

Week, Oct. 15-19. The lecture wil 
Southern $1,300, 














Miller also will present two mini 
concerts Wednesday at 1 a.m, and 


1 pm. in the Lions’ Den in the BSC 








Its not really pop.” said St. Clair, 
but it's not as twangy as you would 
He writes most of his own musi 


With “very powerful lyric 
ding to St Ir 





bh 


Clair country 





St Clair, Miller 









target ai 





pecific gro 
He was here last year, 
ful man. he 
















Ihe wek 
. know: your 

name, but he would know your face 
If you're not willing to open up 
your mind to the self-motivation and 





to the 





lea of an inner-power and 











NOW THAT DIDN’T TICKLE! 








Carrie McClellan, junior nursing major, grimaces as a Red Cross worker tries to find a vein at last Monday's blood drive, held in the Keystone 
Ballroom of the Billingsly Student Center. The 125 pint goal of the drive was accomplished with four pints to spare. The Student Nurses 
Association had the most members (40 percent) giving blood. The Chart came in second. The next blood drive will be March 4, 1991. 




















Comm 




























































unications Club to take Tulsa trip 


































BY CHRIS CO: for the semester Bodon said he plans to take Mod- activity It runs from M) a.m-llipm: 
“AMPUS EDITO! Tul: twill be held at ern Communications Club members on Oct. 19, from 10 a.m-ll p,m. on. 
the River West Fe ul Park, 2100S to various tents which have “authen- Saturday, Oct, 20, and from noon-8 
Jackson. Itis on the west bank of the — tic German bands” He also wants to p.m. on Sunday, Oct. 21 

Arkansas Rive visit the “genuine German butcher Maybe some of our students will 

A D and restaurant want to go back down to Tulsa on 

f rman/American Society mem- their over the hend Bodon 

ber Claude Stiles, in charge of set- said, “once they sce how’ much fun 

© direc ing up food tents at the Oktoberfest, it is and how’ good the food is. 

vd tust ai h variety He said Modern Co ations 

good way’ to one large Club members can drive their own 

tent,” hy of beer cars to the event and still get in free 

T ion of Oktoberfest Cla are man According to Judy Stiles, the Okto- 
milart ¢ e in Nun . Lusi hildren aswell berfest is equiped with shuttle park. § 
ae Sar pnd an not pure ing for those who park in the down- ¢ 
proximal je attend ase‘ alco town urea H 
last year authentic Ger. There's a root beer garden,” he If the weather is nice,” said Judy 
A chartered bus will leave Missouri rx who comeinfromGer- said. “There are a Jot of German- Stiles, “it could be real fun. i 
Southern for Tul 3 pm. and type puppet for kids id because this is an off- | 
raretantt Tete slo The j sex ampus event studenls 2Uand older! 
to M C c purchase Claude Stiles, include stor articipate in the beer garden. | 
member busrid before 7 pm. Brothers Grimm and possibly “Th Once they are off the campus” | 

ails free, provided thalstudent stan individual Gingerbread Man he said, “each member is on their } 
have paid their $2 membership fee Tulsa's Oktoberfest is a three-day own. | 
1 


== Upcoming Events ™ 


11 


Career Fair: Young Gymnasium 
9 a.m.-1 p.m 

Wesley Foundation: Room 314 
BSC. 1 om 

LDSSA: Room 314 BSC. Noon 
Modern Communications Club: 
Room 310 BSC 
College Republicans: Room 311 
BSC, 3 p.m. 

Bicycle Club: front of BSC. $:30 


12 


Registration for mid-term 
classes: Heornes Holl lobby, 8:30 
9.m.-11:30 0.m. ond 1 p.m.-3 p.m 





lpm 


Job Interview: Missouri Stote 
Auditor's office. Contact coreer 
planning ond plocement office for 
more information 

Koinonia; Room 306 BSC, noon 
Volleyball Emporio Stote 
Tournament, Emporio, Kon., TBA 


13 
SATURDAY 


ot 


Seminar: Lofayette House. St. 
John’ ond AAUW 
Ballroom BSC 
Volleyball 
Tournament 
TBA 

Rugby: vs Sonto Fe 
Lions Footboll: 
Boptist. Belivor, Mo 


Lombde Beta Phi: Lions De: 
p.m.-9 p.m 


Fellowship Baptist Church Din- 


Connor 
9 0.m.-3 p.m 

ot Emporia State 
Emporia, Kan. 


lpm 
Southwest 


2 p.m 


ot 








ner: Connor Ballroom BSC. 6:30 

pmo pm 

‘Scorch Eorth Tactic’: Music 
featuring guitarist Brion 





MONDAY 
LDSSA: Room 314 BSC, 8 o.m 
Koinonia: Room 313 BSC, noon 
ECM: Room 311 BSC. noon 
Faculty Senate: Room 313 BSC 
3pm 
Sigma Nu: Room 3 
CAB Movie: “The Dark Crystol 


second-floor lounge BSC, 7 p.m 
‘and 9:30 p.m 











Cc. Spm 





BSU: Room 314 BSC 
Newman Club: Room 310 8SC 


Vom 





International Club: Room 313 





BSC. 3 pum 

Volleyball: vs. Drury College, 7 
pm 

CAB Movie: “The Dork Crystal 

second-floor lounge BSC 7 p.m 
and 9:30 p 


17 


Cob Event: Bill Miller musicion 
ond lecturer. Mini-concert) Lions 














Den, 11 and | p.m, "Adult 

Child cs lect 

Connor Ballroom, 2 p.m 

Philosophy Club: Room 121 

Taylor Holl, Noon 

Job Interview: Farmers in 
306 BSC. 42:0 





CAB: Room 310 BSC, 3pm 
Soccer: vs. Rockhurst College. 3 
p.m. 

Student Senate: Room 39 Bsc 
5:30 p.m 


Club discusses literature, poetry) 


Spracklen looks for more involvement in future of English Club 















tudents interested in discussing The club is involved in a number 
literal h of act On Sept. 29, member: 

are invited to : r Kansas Cit also look 
The ward to hosting t speaker 
ear on campus to discuss literature. The 
inter ear calendars for 
Rebecca S for the 
fx th to eeryon Ived in con 

y x cof xs aectivitic 

style erature, f ant to make 
thin, have written, oF children and peo: 
interested aid Spracklen: 








| HOMECOMING 
COMPETITIONS 


Sweepstakes ($150): 


Floats 

First Place ($150): 
Second Place ($100) 
Third Place'($75): 
Fourth Place ($50): 


Campus Displays 
First Place ($150); 

Second Place ($100) 

Third 'Place ($75): 

Fourth Place ($50): 


Biology Club 


Biology Club 
Sigma Nu 
SADHE/SME 
Art League 


Sigma Nu 
LDSSA 
SADHE/SME 
Sigma Pi 















grade schools to encourage interest 
in writing 

Meectings are held every other $ 
Wednesday at noon in Room 3228 } 


of Hearnes Hall, The club’s next 
meeting is scheduled for Oct 
We have 


icklen said 






of untapped poten. 
There a lot of 
creative people in the club and/on 
but we need more imolve 





People interested in the elub can 
contuct Spracklen at Ext. 583 or stop } 
by her office in Hearne, Room 304 





Pregnant? 
Need 
Help? 

Call 





Birthright 


781-3210 
We Care. 
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‘Kiss Me Kate’ 
Opens locally 


‘Southern alumnus directs play 


BY DYANA PERKINS 
{STAFF WAITER 





he Joplin Little Theatre opened 

It 53rd season last night wich 

Kiss Me Kate, a production 

8 shakespearean story line 
with the famed music of Cole Porter. 
Director Chris Larson describes 
the’ musical as a 
show. 





combining 


show within 3 
It is the story of a group of 
‘actors who tour with the shakespear. 
ean production The Taming of the 
Shrew, The story follows the pro. 
gression of the characters’ lives both 
‘on and off of the stage 

The central characters, Fred and 
Lilli, played by David Stephens and 
Jeannie Norwood, provide the love 
interest. In the “real world’ of Kiss 
Me Kate they play a couple expe 
Tiencing difficult times. Ironically 
they also play similar roles in The 
Taming of the Shrew 

Larson is pleased with hi 
and cast 

Everyone has pooled together in 
this production’” he said 
tors have been carpenters, working 
on 











staff 


The ac 





sets, and everyone has worked 
hard. It's just been phenomenal 
The book is by Sam and Bella 
Spewack. A 17-piece orchestral en: 
semble, directed by William Punch, 
will provide the music written by 
Cole Porter 
A lot of these are name tunes 


heard 





said Larson, 
before 
Musical direction is by Shirley 
Lonchar and choreography is by 
Gerri-Ellen Johnston, who also serves 
as chor 


ygrapher for Southern 








Theatre's upcoming production of 
The Conundrum 

According to Larson, all 
tors and actreses are local peo} 





The thing I like most as a direc. 


tory" he said, “is getting new’ people 


in the community involved, people 
who have never done it before: That's 


what it’s all about 
Larson, an alumnus of Missouri 
Southern, has been involved | with 


theatre since his youth. After grad 

uating from Southern, he moved to 

Cleaveland, NY., and directed com 

munity theatre Of all his years in 

theatre, Larson said)his| best expe 
was at Southe 

The best training I 








said Larson. ~Duane 
Hunt (assistant professor of theatre) 
was the greatest. He Is one of those 





people in life whom you meet and 





respect and always remember. 

The JLT's 1990-91 season will con 
tinue Dec. 5 with I7l Be Home By 
Midnight, followed by Star Spangled 
Girl, Jan. 23-27; The Octette Bridge 
Club, March 13-17 





and Nunsense, 





May 15-19, 

Kis Me Kate is sponsored by 
Southwestern Bell, which donated 
$5,000 for the production. The 





royalties were paid by JLTs “Angel 
Guild," a group of women who sup- 
port the theatre through monetary 
donation and parti 

The production will show ni 
at 8 through Saturday: There w 


a Sunday matinee at 2:30 p.m, F 









i be 





ervations are suggested to guarantee 


seating. For ticket informat 





Der. 
23-3638. 





sons may call the th 











SWEPT OFF HER FEET 
- “jy 





Dovid Stephens, in his portrayal of Fred, takes control of the situation as he puts Jeanne Norwood, 
who plays Lilli, over his shoulder In @ scene from Joplin Little Theatre's production of "Kiss Me Kate’ 





J 





Despite youth, debaters to depend on experience 


BY JAN GARDNER 
STAGE WRITER 


his year’s debate squad has 
many Strengths and much 
potential, according to Dave 


De 








ney, Southern's debate coach. 
He said even thou 
members 


the team f 





young familiar in 
debate from previous experience 

The majority of the 
made up of freshmen and sopho. 
said, Delaney 


are 
i 
quad i 


really strong in the fact that every 





body was involved in high school 
Well over half the squad went to na 


tionals, and others placed in state: 
He said they are preparing for thee 


630 p.m. Sunday 
There will beschools there from 


sophip of public artistic expresion 
in the United States ian undesirable 


national tournament, to be held later the Atlantic [Ocean] to the Pacifie infrfogeméat on individual rights” 

































this year = [Ocean]," said Delaney. “Is a big 
He believes tournaments held tournament 
prior to the national tournament He hopes the team will get as 
will be beneficial in giving the team much out of the competition as it 
ome practical experience and will can, but he would be surprised if it 
ready it for tormed the tournament 
This fall & Many: teams have already bee 
Delaney said paring for out [for twices/said 
April Delaney: “I'm just a little bit 
Currently, the team is implved in the air about it. It's going t 
practice for this weekend's tourna- learning experience 
ment in St. Louis, which will begin This se rsd 
at 3 pm. tomorrow and conclude by be: “Resolved: that ¢ 





The Book Barn 
We buy and sell Baseball cards 
New and collectible comics 


Nintendo games, Compact discs. 


cassettes, & videos 


Call 782-2778 


BENITO'S 


Authentic 


Mexican Food Restaurant 
2525 Range Line Road 


Joplin, 


Missouri 


Lunch Specials 


11 am-4 pm. Except Sunday & Holidays 


$2.50 


- $2.75 


A Full Service Cantina 
Daily Happy Hours 


House Specialty 
House Special 


Fajitas 
‘Steak - Chicken or Steak & Shvimp 
Chimichanga 
Shredded Bee! 
Call 782-9131 
or 782-9130 


Margaritas 


Dorm students 

teceive $1 Off 
#5 & #15 

Mexican Dinners 


On Sunday Nights 


JOPLING 
THEATRES 


Postcards 
from the Edge 


TENA 138 65 Se RIL 2B 
Ses BSE S15, 13 1 


This 0.1 
$e 150 5 


$a 250 43 74 IEE 
HEAT LTS 


Desparate 
Hours 


i BA Su 18 07k 
$48 73K AT 498, 130 


Marked For 


Tre EU 74S VEE Su EU BIA TBE 
Soo 180 EU THE RT BIL TS 


$a 18 U1 16 FI 
ise aT iat bat 


“ALL SADES SEFRE 6 Pa 
avery $369” UTED 10 SEIN 





According to Delaney, thls isa 
timely resolution due to the current 
sues of flag burning. funding of the 
National Eadowment for the Arts, 
and other tssties concen 
Of expression tha 











“It will be easicr to win with an 
affirmative (supporting the resolu: 
Yion), than with a negative said 
Delaney 

Hours of research are put into fin. 
ding sources and facts to either su; 





or disprove an argument. 
=You research. and research, and 
research,” sald Jamle Bruton, fresh 
man debate team 

A lot of p 


po 


ember. 
the 


















out of period aid Paul Hood, 
bate team member. “Ido 
most of (of books by 
politicall al authors Main 
t werful for 

ina debate round. 
According to Delaney, debate 
competition is a constantly changing 
event, and the team must always re 

main objective 


CMEN 
outlines 
agenda 


BY KAYLEA HUTSON 
STAFF WRITER 


ile designed to give stu: 
dents the opportunity: to 
ind out what is happening 


intl legiate 
Music Educators National Confer 
ence has other goals in mind as well. 

CMENC is open’ to any student 
who has an interest, in, teaching 
music. According to Dr. Wayne Har. 
rell! professor of music, the group ix 
pen not only: to music education 

but also to those having an 

in someday teaching muste 

Primarily it’s organized around 
the idea of giving th 
the opportunity to or 
into the profession through  pro- 
grams speakers, and performance 
groups” he said 

CMENC also sponsors hour-long 
workshops with visiting chamber 
music groups for its members 

Their format is usually very 
open,” said Harrell, “They may per. 
form for us, they may discuss music 
they are doing, they may: discuss 
what their carcers are like and how 
they cope with traveling and rehear. 
sing problems, all of which is of an 
interest to our membership 

The group will participate in a 
national project, something that 
tudents in ‘chapters! of CMENC 
across the country: will be imolved 











ir professions, the Ci 



































They (the national office) have 
chosen a topic to be discussed as a 
p n topic, and they will be dis. 
cinsed by all CMENCS over the coun 
said Harrell. "We will file a 
report, then they! will compile w re- 
port on what all the other students 
had to say on the topic, and send the 
report back to all of the chapters 

Abo in the planning stage is a 
‘chapter exchange with another canis 
pus in Missouri 

In January the group plans to at- 
tend the state CMENC convention 
in Osage Beach. This is to be held 
conjunction with the Misou 
Music Educators Association 

Membership in the club will be 
accepted until Nov. 1, with dues set 
at $15—$12 for national dues and $3 
for state ducs 











The officers of the club are Laurie 
Brower, president: Heather Wallian. 
lent; and Jeff King, secre 





tury/treasurer. 





Coming Attractions 


“The Changing Landscape”: 
Selections from the United 
Missouri Bonk collection, On view 
thd Oct! 21, Open 10 o.m. thru 
pm. Tuesday thru Saturday, Spiva 
Ani Center, 623-0183 

Photo Art Slide Show: 7:30 p.m 
fonight, Spivo Art Center 

"Kiss Me Kato”: Prosented by 
the Joplin Little Theatre, Thru Oct 
14, Memberships avoiloble 
673.3638 


“Interiors’ Presented by the 
Springfield Visual Arts Allionce, 
Thru today, 883-3403 
“Affinity with Nature”: Twenty- 
five unique interpretations of the 
landscope in o variety of print- 
moking media ond styles, in. 
dudes works fecturing Adiron. 
deck Mountains, Midwest 
formlonds, the Southwest, the 
Golifornio coast, and Alaska, Thru 
Oct. 2), Springfield Art Museum's 
Auditorium Gallery, 866-2716 











‘The Crucible”: Oct. 24-28 
Southwest Missouri Stote Univer 
sity, 836-5979 

"Our Town’: Oct. 18-28 
Springfield) Little Theatre 
549-1924 


“Trecsures of American Folk 
Ant”: The exhibit consists of ear 
ly American folk art from the Ab- 
by Aldrich Rockefeller Folk Art 
Center in colonial Williomsburg, 
includes portraits, londscopes. 
trode and shop signs, weather- 
yonas, whirligigs. toys, pottery. 





furniture, quilts, ond carved 
figures, Thru Dec. 7, Philbrook 
Museum of Art, 918-749-794) 
Rodin’s "The Three Shades”: A 
loon for the B.G, Cantor Founda 
tion, Thru Feb., Westby Sculpture 
Gorden, Philbrook Museum of 
Art, 918-749-794) 

Tulso Philharmonic Classics 
Concert: Tulsan Richard) Sutiff 
makes on encore oppecrance 
with the Philharmonic os soloist 
for the Brohms’ German Requiem 
performence, Chopman Music 
Hall, Tulso Performing Arts 
Center, 918-584-2533 
Miniotures Exhi 
tion of “National 
Week,” doll house 
decorated with minioture fur- 
niture and dolls will be on display. 
Thru Oct. 31, Second floor, Cen 
tral Library, 918-596-7977 
Watercolors of the American 
West: 55 rorely exhibited woter 
colors by Alfred Jacob Miller, Thru 
November 11, Gilcrease Museum, 
918-582-3122 








rooms 














The Modern Jazz Quartet: 8 


p.m. Soturdoy Theotre 
816-474-4444 

Kansas City Symphony: Benefit 
concert, 7 p.m: Sunday, Branoda 
Theatre, 616-371-0024 

“Blithe Spirit’: Tuesdoys thru 
Soturdoys, 8 p.m., Sundays, 2 
p.m. Thru Oct. 31, American 
Heartlond Theotre, 816-842-9999. 
“A Moon for the Misbegotten”: 
Tuesdays thru Soturdoys, 8 p.m. 
Sundays. 2 p.m. ond7 p.m., Thru 
Oct. 2]. Missouri Repertory 
Theotre, 816-235-2700. 

"Shear Madness”: Wednesdoys 
thru Saturdays, 8 p.m., Sundays. 


Folly 


2 p.m., Thru Oct, 31, American 
Heartlond Theatro, 816-842-9999. 
"Drecula—First Blood": 
Thursdays’ thru Saturdays, 7-30 
p.m.. Sundays; 3:30 p.m, Thru 
Oct. 28, Martin City Melodrama, 
816-942-7576 





Take 6: With Bola Fleck and the 
Flectones, An a copella gospel, 
jozz sextot featured on the sound: 
track of Spike Lee's "Do the Right 
Thing” and Warren Beatty's “Dick 


Tracy,” 7:30 p.m., Oct. 21, Fox 
Theotre, Tickets: $18,50, 524-1111 
Art Exhibit: Beryl ond Mandy 
Mortin, Mother and doughter 
teom from Australib, will feature 
their art forms, including oil land. 
scopes and watercolor florals, 


Thru Oct. 28, Spink Pavilion 
Missouri, Botonicol Garden 
3)4-577-5124 


"Emilio Ambasz” Exhibition: 
Graphic design, architecture, ond 
industrial design will be displayed 
by this fomous Itolicn orchitect 
Free odmission, Today, Laumeler 
Sculpture Park, 314.821-1209 
Autlo Retrospective: Exhibit 
features work of American artist 
Rudy Autio, Free admission, Fri 
day thru Oct. 30, Croft Alliance 
Gollery, 314-725:115) 

Tho Fantastics": Port of the 
Bos! of Brocdway” series, Tues- 
doy thru Sunday, Muny Opero, 
314-361-1900 

Gallagher: Comedy focusing on 
observations about the obsur- 
dities of modern life, Famous 
trodemark is Sledge-O-Matic, 8 





p.m., Oct. 20, Fox Theatre, 
Tickets: $19.50 and $17.50, 
314-534-1111 
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Students distracted 
with extra activities 


BY DIANE VAN DERA 
ASSISTANT EDITOR 





tudents are having difficulties 
mixing studies and extra-curri 
ular activ ac z to 


one group 
A report recently release 
Missouri As: ation of Sece 
School Principal: 
called for a bal: 








by the 
dary 
Time To Spare 
‘of academics 











curricular a 
include sport 


ivities. These 
and 
ure Farmers of Amer 


instrumental 





vocal music. Fu 
(FAA), and speech, debate, and 
atre prog 

We discussed thi 
and Theatre Assoc 
the Lake 





th 











Speech 
jation meeting at 
f the Ozarks” said Dr 
Karolyn Yocum. 











assistant profess 
of communications at Southern 
And we had some of the first pub: 

ed documents by some of the 





principals outlining their reserva 


tions about co-curricular activities. 





students par 
ticipating F 








involved. Ru 
student serv in RS, said 
there has been no evidence of this 
problem in Joplin schools 

If we do see one arise,” he said, 





then we will do some research and 
find the best 

Some solutions proposed have 
been to ask FAA and Future Home 


makers of America to 





lution at the time 


edule their 





in the 











spring sports, or schedule evening 
sports event dents may travel 
to games after school hours. There 





also have been some suggestions te 











cut the length of the activitic 
Yocum said the key to fixing thi 

problem could be communication 
They might want to consid 

dialogue between the teacher: 

ents, and students on how they: m 








improve the situation, 





Yocum said the worst thin 
school could do would be to reduce 
‘co-curr Uctivities 

T'm highly opposed to cutting out 








any co-curricular or extra-curricular 








activities” she said; “because Wx 
already have fought that battle in 
the 60s 

The National Federation of Inter: 


je Asx 


search 


scholastic Speech and Deb: 





ciation has done extensive 
throughout the United States on 
what climinating co-curricular ac 
to students and schools. 
was published about 10 
said there 
is on-going research involved. 
Tt crea 
which is 
than anythi 





years ago, though Yocum 









h Increase in drop- 
outs more damaging 

he said. “And 
the people who particip 
curricular 







curricular activi 
Shelley said to say that only 





is the problem is erroneous. 

If there is any problem with 
sports, it would be spring sports, and 
those are lost mostly due to weather 
he said. “When people hear of time 
missed because of activities, they 





think 
the 


olely of sports They forget 








part 

The « 
and vocal music, and especially 
speech, debate, and theatre The 
No Time to Spare” report stated 
that speech and debate students in 
the highly developed programs missed 
p to 50 or 60 class hours. Yocum 


her part is instrumental 











cause for great 





ncern. 

They're the best students in the 
she said. “It 
demic activity which the highly 


school, particularly an 








fted are in. It’s usually referred to 
of the gifted program. It's for 
but a lot of the better 


gravitate toward those activities 


as part « 
all student 





Yocum said these activities are 
where students learn to deal with 
others and perfect m sent and 





n skill 


xtra- and co-curricular activities 








cited by many students as their 
main reason for staying in school 

1 think that they learn tog 
along with other people, regardless 
of the activities” said Yocum. 


























NEW DEVELOPMENT 





STAFF PHOTO BY STEPHEN MOORE 


The recently completed Crown Center retall complex, located at 1202 Range Line, Is now home to the Halr Emporlum and Subway Shop. 





Crown Center merchants open for business 


BY CARINE PETERSON 
EDITORIAL PAGE EDITOR 


he big, blue awning seen cur 
tomarily over Crown Video 
Center can now be scen over 





Crown Center as well. 
Crown Center, a new strip mall 
at 1202 Range Line, has 14 total 


The Hair Emporium and the 
pened for bus 
+ of the Halt 
iumiopencll hers busing 
L She said she contacted Mike 
Hyman, owner of Crown, Cénfer= 
before ground was even broken for 

















) With 
ng Microsoft” Windows 


spreadsheets 





ject al a lime 
a variety of programs. And our 


makes it easier to own* 








We listened. 


] And the result is the casy-to- 
use IBM Personal System/2" 


and you're ready to go. Watch your ideas q 
come to life in papers, graphics, Lab reports and even 


Plus, you can easily work on more than one pro- 
imply click your mouse to choose from 
spec 


You told us 
keep it simple 
and make it easy. 


its preloaded software, 
* 3.0, just turn on the 
cl Card appl 









we listened. 


Contact Rick Coffey 
MSSC Sales Rep: 781-3496 
Or leave a message: 625-4082 
Special Discounts Available 





And if you buy bef 
receive a TWA” ( 
np ticket for S149**/S249°* 
Getaway’ Studemt Discount 
cation. You'll also 
at low price on the 
PRODIGY® service. 

It was easy making the 
IBM PS/2 easy to use 
You told us how and 












December 31, 1990 you'll 
-ate entitling you to a round- 





ti 








usa {ree TWA 











the build 
We loc 


site 
ed at the building plans 

















said Baker, “and liked what we saw 
The blue awning, the sign dis 
playing the center, and the exterior 
and interior of the building are some 
of the main features she likes about 

the new center 
Baker said the fact that Crown 
-entrally located in Joplin 





id enhance its exposure and 
therefore increase busines 

We are located in the area of 
Wal-Mart he said, “and all the 


other place 


Joplin 
Baker said there are no other hair 


people like to go to in 


salons between Seventh and 3: 
treets along Range Line 
Stan Heater, owner of the Subway 

She 


2nd 


»pened for business yesterday 





He said the advantages of being 
Jocated on Range Line among all the 
other fast-f he 





proximity tc 





fisouri Southern will 
increase busir 

Like Baker, he 
Hyman before ground was broken 
because he liked the location 

I think it is a beautiful center, 
he said. The brink front, the lighted 
blueiawning, and the copper sign- 
ing for each store are some of the 
Features Heater thinks distinguishes, 





also contacted 


the center. 

Heater said the first day of busi- 
ness went well, considering he did 
not know the opening date ahead of 
time, und in turn could not 
lise it to the | 

it takes time to build busi- 
ness up and become a known location. 








The Subway Shop was hoping to 
be in Crown Center by the end of 
the summers, but inclement weather 
hindered progress of the building. 
Construction of the building began 
in May 

The land Crown Center occupies 


formerly.wvus part ofthe Eastmorland. 
School! playground. 








Defunct club to get a new face 


Promoter to bring live music to former comedy store 


BY T.R. HANRAHAN 
AS! E EDITOR 





Jocal entertainment promoter 
plans to resurrect his defunct 
comedy house as a nightclub 


featuring dancing 











all, owner of the now 

Street Comedy Club 
artner in the Spring- 
field: based entertainment marketing 
firm Creative Crowd Systems, is cur. 
rently working out detail 
nightspot 








pena 
attract a 





greater e college-age 
cally isn't any place in 
r the 22 to 26-year-old age 
aid 
where they can eat 





Towant to give 






and enjoy some 
Hall said he 
format te 


plans to c 
offer both dancing and 


live entertainment, as well as comedy 


acts. He believes the change is 
necessary to accommodate the city’s 
tastes 


I can sec offering comedy about 
once a week until Joplin is ethausted 
of it” he said. 
have the interest to sustain a comedy 
house, even though I have booked 
{acts in) successful ones in towns of 
comparable size 

Up The Street closed at the end of 
August after facing zoning, 
ing, and expansion difficulties w 
made its profit potential questi 

Hall said the club existed too 
toa school 
with obtaining and retaining licenses 
In Boditio an, its landlord denied ac 
‘0 the upper portion of the 
building: for expansion, Halll alin, 
cited a drop-off in attendance after 
initially attracting large crowds 

Although he declined to. disclose 
the planned location of the newly 


Joplin just doesn't 








ch 
able 








resulting in problen 








Large one topping 
pizza & 2 cokes 


Small one topping 
pizza and 2 cokes 


Free 
Delivery 
1714 Rangeline 


Addressers 
wanted 
Immediately! 


No experience necessary 
Excellent pay! 
Work at home. 


Call toll free: 
1-800-395-3283 








$5.50 


CALL 
624-3460 


Grand Fortuna 
631 Range Line * 781-3810 
October Lunch Special 
10-DISH LUNCH BUFFET 


Mon.-Sat. 11 a.m.:2 p.m 


$ 
4.5 Oper person 

Dally Lunch -Speclol Sten-sa1 

11 a.m.-2:30 p.m.33!5eP 
Dinner Special 

2:30-10 p.m 
Sunday Brunch 

Ul s:mi-2:30\ p.m. 


$495en 


$550 





proposed establishment, Hall. de- 
‘a prime arca with h 
He is plannin 
late November and is confident in 
his ability. to attract professional 
entertainment, including nationally 
known acts 

Hall said his pasi 


scribed it as 
traffic 





g to open 


on with Creative 
Crowd Systems would provide a solid 
base from which to work 

I work with people from all over 
the country,” he explained. “I have 
booked acts from Chicago, Dallas, 
Indianapolis—I would feature only 





professional comedia 

Hall said he has been in contact 
with Jay Leno about appe 
said Leno had worked with h 








on 
event for 
Springfield 


a successful fund-rai: 
Cerebal Palsy 








The new club also is exploring the 


possibility of offering a food sclec- 
ion large enough to permit it to re 





We Gladly Accept 


Student Checks, 
Student |.D.s, 
and 


Driver's Licenses 


CITGO 


CITGO 


Open 24 hours, 
Competitive Prices 
Fast-Stop Citgo 

3517 South 

Range Line 
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uum 1 HE SPORTS SCENE 








BY CHRISTOPHER CLARK 
EDITORIN-CHIEF 


i 
n abbreviated fall exhibition 
schedule kept the Lady Lions’ 

‘nis team moving as the 
squad posted a 1-1 match record 

Last week, Southern lost to Drury 
5-4. On Sept. 25, the Lady Lions 
hosted Southwest Baptist and won 

4 

In both matches, the Lady Lions 
were hurting because they only could 
ficld a team of five players, causing 
them to forfeit the No 3 singles and 
No. 2 doubles matches before play 
began. Immediately, the team found 
itself in 2-0 holes 

Coach Georgina Bodine is opti 
mistic about filling the rest of the 
team's spots by the spring semester, 
when the team’s regular season be- 
gins. The Lady Lions’ first match 
takes place on March 12 against John 
Brown University. 

Last year's No. 1 singles player, 
Adrianna Rodriguez, left the College 
to go back to her home in Mexico Ci- 
ty, According to Bodine, Rodriguez 
left to pursue her engineering major. 

“It_was disappointing.” Bodine 
said. “She was'a solid player and 
welll miss her” 

Taking her place as the Lady 
Lions’ No. J is Sarah Poole, a transfer 
from Cowley County Community 
College in Arkansas City, Kan. Poole, 
who hails from Canada, won both 
her matches this fall. 

‘She's a good, solid player Bodine 
said. “I think she'll work out for us” 

Melissa Woods, from Springfield, 
continues in the team’s No. 2 singles 
slot and will team with Poole for the 
No. I doubles post. Poole and Woods 
won both of their doubles matches 
thisifall. 

Woods posted 13-4 singles record 
last spring, and Bodine said she ex: 
pects more solid play from her this 
season, 

Maria Curry, a senior from C 
thage, will most likely play No. 3 
singles. Angie Mayberry, a sopho- 
more from Ironton, Ma,, is lated for 
No. 4 singles; and Rhonda Norcross, 
a sophomore from Clinton, checks in 
at No. 5. 

Bodine plans to start recruiting 
for the 1991-92 season near the end 
of this month, when most of the area 
high school teams will hold their 
tournaments. She said there are 
several local players she is eyeing as 
posible players for Southern next 
year 
~ One player, already at Southern, 
Was ineligible to play this fall due to 
her part-time status. But Phyllis 
Woods, a 52-year-old from Joplin, 
plans to enroll as a full-time student 
next semester, making her eligible 

“She will probably be around the 
middle of our ladder next semester” 
Bodine said 

‘The team has been practicing two 
to three times per week and will con= 
tinue practices through the end of 
the month 
































[RUNNERS HIGH SCS 
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(Top) Southern sophomore Joe Wood climbs a hill at the Southwest Misourl St 
country meet Saturday. Wood finished 33rd with a time of 27:41. (Above) Stormy Adams (No. 407) leads 
this pack, also at the SMSU race. Adams placed 38th in the women’s competition with a time of 21:11 

























Runners sight 
regional action 


Team sets intrasquad meet tomorrow 
eS 


BY NICK COBLE 
STAFF WRITER 





ving reached the end of the 
Fegular season with last Sat- 
urday’s Southwest Missouri 
State Invitational, the cross country 
Lions now have their sights set on 
conference and regional action. 
The team was slated to host the 
MSSC Invitational tomorrow, but a 
majority of teams withdrew in order 
to focus on the upcoming MIAA 
championships 
*It wasslated to be a very low-key 
meet anyway- said Tom Rutledge, 
head coach. 
Southern’s runners will still com- 





fe Invitational cross 











pete tomorrow in an intrasquad meet 
5 some runners are attempting to 
gain a spot in the top seven. Time 
trials willl be held on  Southern’s 
course with the men running a three- 
mile course and the women running 
two miles. Both races begin at 4 p. 

In the SMSU Invitational held at 
Springfield Regional Airport, Jon 
Hatley led the men's team by placing 
fourth with a time of 25:08: Jason 
Riddle was seventh at 25:45. 

Southern t¥6K fourth out of cight 
teams with YI points. Southeast 
Missouri State took first, followed by 
the University of Arkansas ~B™ team, 
and the host Bears. Trailing the 
Lions were Central Missouri State, 
Pittsburg State, Southwest Baptist 
University, and the University: of 
Tulsa 

Brenda Booth led the Lady Lions 
placing 14th with a time of 19:52 
Tonya Gautier followed with 19th 
place and a time of 20:10. 

The women’s team took fifth with 
seven teams competing. According to 
Rutledge, a strong desire to win is 
‘causing the women to push too hard) 
hampering their performance. 

Southern’s runners will travel to 
Cape Girardeau Oct. 20 for the 
MIAA meet. Southern will face con- 
ference rivals, including a) strong 
SEMO team 

“They've got a very, very strong 
team said Rutledge “Our kids are 
going to have to run an exceptionally 
good race to be able to catch them” 

As the season draws to a close, 
Rutledge is being forced to deal with 
a schedule he dislikes. The men's 
team will run its regular eight- 
Kilometer distance in the MIAA, but 
run a 10-kilometer race in regional 
action two weeks later. 

“There's too/much time span in 
between he sald! “I would like to 
have an eight-meet season instead of 
a five-meet season 

According to Hatley, SEMO and. 
Northeast Missourf State may be an 
‘obstacle'on the road to the regional<. 

“The guys have a real good chance 
of going to regionals he said. -But 
we will have to beat out either SEMO. 
or Northeast. 

sit will take a good effort, but I 
think we can pull it off" 





Golfers keep victory in perspective 


BY TA. HANRAHAN 
ASSOCIATE EDITOR 


s the Missouri Southern golf 
squad closes out its Fall season 
in tomorrow's Fall| Classic 


head coach Bill Cax is determined to 
Keep last week's victory in perspective 

The Lions captured the Pittsburg 
State Invitational to take their first- 
ever tournament win. 

‘Of course, the success will give us 
confidence and is a great boost to the 
players> Cox said. “but the main 
purpose of these fall tournaments is 
to gain practice I'd much rather 
have a succesful practice than to 
win 

According to Cox, the course at 
the Loma Linda Country Club (site 








Lady Lions end skid 





BY JAN GARDNER 
STAFF WAITER 


nding a three-game losing 
Es the Lady Lions de- 
feated Tulsa. University: in 


Thesday. night volleyball action in 
Young Gymnasium. 

The Lady: Lions 7-13, downed the 
visitors 15-10, 14-16, 13-15, 15-10 and 
15-11. 

Coach Debbie Traywick credits 
the team's win to continued imprve 
ments—a rising hitting percentage 


MIAA LEAGUE 
STANDINGS 
Team W-L Pct. 
MSU 4201.00 
SEMSU 4-0 1.000 
NEMSUS 339750) 
UMSL 3-1 750 


NWMSUS 225500 
























Wu 22 500 
MWSOC 7:39 250 
SBU 1:3 .250 









MSSC 04 
PSU 0-4 


000 
000 














better consistency, increased mental 
toughness, and strengthened) basic 
skills 

“Every time we play, were getting 
better and better,” she said. 

Traywick said part of the reason 
for the win was individual strengths. 

If one skill wasn't working with 
a player, she came through with 
another, instead of letting it affect 
her whole game 

Traywick also was pleased to in- 
corporate some offensive strategy in 
to the plan of attack. One of the 
team’s weaknesses, however, was 
defense 

Were not getting to our defen- 
sive positions quick enough> said 
Travwick 

Last weekend's tournament at 
Missouri Western wasn't quite as suc- 
cesful. The Lady Lions were 13 
finishing fourth in their pool 

Southern lost to Hastings Calleze. 
Southwestern University: of Texas 
and the host Lady Griffons, but 
edged Friends University 

Travwick believes the team could 
have plaved up to potential more, 
pecially against Misouri Western 

That was the only match I was 
really’ disappointed in she said. 
‘We made some crucial errors at the 
nd of the ballgame: 

The Lady Lions now are gearing 
up for the four-team Emporia State 
University. Invitational tomorrow 





of the Fall Classic) should challenge 
all participants 
That course is in real fine sh: 





and is a real tough course.” he sai 
It is a good test of golf skill, and 
golfers will need every club in thier 
bag. If you can so 
Linda. you won't have much trouble 
anywhere 

Six teams will compete in the 18. 
hole tourney; including two squads 
from Southern. While Cox said he 
would not make a decision on the 


e well at Loma 





players comprising each unit until 
tomorrow, he intends to keep a good 
balance and provide an opportunity 





for leaders to emerge 

sThere will be five 
[Southern] squad” Cox explained 
‘What I will try to do is balance out 


layers on each 





the squads and see who works well 
in what Situations and if certain poo- 
ple will step forward into a leader: 
ship role 

Balance has been a focus fo 
Lions in growth as well as 
evaluation. 

“Ineach tournament we've played. 
the best players haven't necessarily 
been on the first team> Cox said 
“That way, the talent fs more evenly 
distributed. The players can help 
each other improve. They help cach 
other all the tin 

SThis balance also gives more peo- 


the 











ple experience. We nced that because 
weare a relatively voung team and 
we need to build for the future 
The teams competing in the Fall 
Glassié include familiar foes Pitts 





burg State University and North 
eastern Oklahoma A&M, who have 
faced the Lions in each of their last 
tings. Rounding out the com 
petition will be Southwest Baptist, 


University: and the University: of 
Missouri-Rolla 

On Oct. 2'the Lions’ first unit 
captured the PSU Invitational with 
3 score of 314, while Southern’s sec- 
ond unit placed fifth with a 325 

Six Southern golfers broke 80 for 
the tournament. Sophomores Jon 
Anderson and Mike Grain led the 
way lor Southern’ first unit with 
rounds of 78, and sophomore Chris 
Claassen and freshman Jason Dupp- 
man each shot a 79) For Southern's 
second unit, Andv Pochik and Chris 
Strong both carded a 76. 














Freshman Michelle Dixon digs for a shot to keep the Lady Lions alive in their five-game victory over 
of Tulsa Tuesday night at home. The win improved Missouri Southern’s record to 7- 


the Unive 





KEEP IT GOING 
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and Saturday: 

They will f 
yersity, Southwestern College of 
Kansas, and the hast Lady Hornets 
in the round-robin competition. 









Traywick 
really well 
to beat them= 

She isn'tsure what to expect fro: 
the other teams. however, 


The talked ta people who have 
plaxed thers, and if we get the ball 
in the court when serving and hit- 
ting and cut down on our mistake. 


welllbe OK 














STEVE SAKACH 


One swing 
worth all 
the agony 


‘€ wus the neighborhood 
nemesis. Not a kid on the 
block liked him. Hed 


taunt us, torment us, badger us 
until we let_bim play’ in our 
game of wiffle ball We could 
never say no; he always knew 
how to get us mad enough to 
give him the ball 

This middle-aged man, with 
obviously’ an ego problem, made 
ur afternoons miserable 

We put up with his reign of 
terror nearly every day’ during 
the fourth grade 

Alter school we would run 
home, throw our backpacks/on 
the same spot on the couch, and. 
after staring at the fridge for a 
couple seconds, take off. We 
grabbed our mitts, pulled the 
white plastic bucket out of the 
garage—along with the four 
newspapers that’ worked as 
bases—and we always used that 
same worn, brown cardboard bax. 

Sometimes hed be waiting 
there for us, or sometimes he 
would coincidently appear Just 
after we had everything set up. 
If he really wanted to get a groan 
out of us, he would wait until we 
had already thrown a couple of 
pitches 

He always had to be the pitcher. 

Our field was usually’ the front 
yard of the biggest driveway on 
the street: We would place the 
bucket upside dawn, put up the 
‘cardboard box as the strike zone, 
and spread out the newspapers | 

‘appropriated 

He unleashed ungodly break- 
ing balls, unkittable serewballs, 
and a slider that would skim off 
the pavement before rising into 
the upper corner of the bax 

And that sound. 

Tt was worse than anything we 
could imagine—a eat fight, fin- 
gernails on a chalkboard, an 
alarm clock that won't turn off. 
It topped them all 

We would take a deep breath, 
clase our eyes, swing, and wince 
when we heard the wiffle ball 
nack the back of that box. 
Every day we would return 
for more punishment. We became 
obsessed. determined to get a 
hold of just one pitch and send 
it screaming over his head|und 
across the street. 

Tt was a long season. 

He never went away, never 
Yacationed, never missed a game 
He didn’t have w job or some- 
thing responsible to da like any 
normal adult 

He was just there. 

Until one day, near the end of 
the Major League Baseball season 
(our season always coincided 
with the pros), we finally: ot to 
him. 

He was on fire, too, striking 
out everyone. Sending kid after 
kid back to the curb to watch 
him work his mastery: No one 
got even so much as a pice 
the ball, 1 had whiffed|ut six 
straight pitcties (not counting the 
day before), 

Thad enough. I wasn't going 
to let the musterious veteran 
southpaw get me for a third time 
that day: The first pitch I missed 
completely—a classic pitch that 
came right at meand curved into 
the box just as I/stepped away; 
swinging hopelessly. The second 
pitch, another classic, nearly 
touched the street before rising 
into the bax. 

Naw Twas guesing, Is he go- 
ing to throw a knuckle’ ball, 
another cure? I'm just going to 
Took for a breaking ball. Jow:and 
inside I thought...and there it 

The wiffle bull hit the sweet 
spot of the bat and rocketed over 
his head. The look on his face 
yeas worth the agony we had suf- 
fered all season, I think I just 
stood there 

He didn't show up the next 
day: nor did we expect him te 
The season was over. and we had 

















Tt scems some dary of our 
with are the most enjovable in 
life. I suppose lean't blame him 

To gran tis 





for never tryin 
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Football Lions take Homeco 


Griffons take it on the chin 
in 30-10 drubbing Saturday 





BY ROD SHETLER 
STAFF WRITER 











What was considered their best 
werall performance in a year 
the football Lions rolled over 
Missouri Western 30-10 Saturday 
during Hi 
Missouri Southern extended its 
record to 3-2 overall’ and in the 
MIAA while the Griffons fell to 2-4 
Te was the first game since CMSL 
(Central Missouri State University) 
last year in which we played four 
quarters hard> said Jon Lant 
coach. The Lions beat CMSU 21-13 
last Oct. 21 in the first collegiate 
start of then-freshman Matt Cook 
~Even against Northwest (Mi 
State] this year we had 
Win, but we didn't y 
the second quart aid 
The Lions fell behind early in the 
first quarter on a Western field goal 
In the second quarter Southern 
jumped ahead via junior kicker Rick 
al-best 47. 
wide 











iy 












head 











ery well in. 





yard 







reeviver 
Heath Helsel’s 3: 
and a 


ard touchdown 
reception. 
field goal 

The second half didn’t get any 
casier for the Griffc 


other Lairmore 





senior run: 


ning back Sean James ran 29 yard 





for a touchdown, Lairmore boomed 
his third field goal, and sophomore 
wide receiver Rod Smith snagged a 
46-yard scoring tass from Cook to 
end the Southern a k 

1 would love to be a quarterback 
on our offense throwing to those 












cats” Lantz said with a lough. 
Rod, and Bill Moten, now 
ake some catche 






kids accepted 
hh kid, in hi 


J of adversity to get through. 


pwn way, had some 





Junior tackle Terry’ Adamson suf 





fered a knee injury in practice last 


MIAA LEAGUE 
STANDINGS 
Team W-L Pet. 
PSU 5:01 71000 
NEMSU 4-1  .800 
SEMSU= 44 800 
CMSU 3-1 750 
MSSC™3-2' 600 
MWSC 2-4 333 
SBU Per vamcke) 
WU 1-3 250 
NWMSU 4-5) 67: 
UMR 0-4 000 












T' 
played. bel 





ngBrad never 
explained Lantz 

The is geared 
everybody does different things 
Weak side and strong side are dif 
ferent from left and right. 

We had to also move our starting 
center Brian Hargis to strong tackle 
where he hasn't played since April 
We started Shawn Russell at center 
and he really hasn't played all year. 
We had three out of five guys on our 





way our offense 








offensive line who had to overcome 
handicaps 

The revamped line opened some 

holes for Southern as junior running 

back Cleon Burrell rambled for 

yards, and James chipped in with 

The yardage 





yards on the ground. 
came despite nagging injuries to 
both speedsters 

‘Our tailback (James) still has a 
severely bruised hand, and our run 
ning back (Burrell) played with a 
trained kn id Lantz 

Even though Southern did over- 











Thursday which sidelined him for 
the game. Aso result, the Lions had 
to play musical chairs with their o 
fensive line, with just one full day 











practice left before Saturday 
When we 





Terry we hud to 
make three position aid 
Lantz. “We moved our starting strong, 
side tackle Brad King to weak side 


hanges. 





“We played some good teams early. Our 
first three teams were nationlly ranked. 
We didn't help ourselves any in some of 
those games, but you still have to give 
the opponents credit. 


j 


—Jim Hall, SBU-head coach: 





come the lineup changes and injuries 
thing to Lantz 
Was something else the team had to 


hurdle 


the most impressiv 





The other thing the whole team 
had to overcome was the fact they 
played so poorly last weekend,” said 
Lantz about last week's 25-3 loss to 
Northeast Missouri State. “1 was just 

















Junior wide receiver Heath Helsel caught @ 32-yard scoring pass 
and returned punts in the Lions’ 





Homecoming victory Saturda 





Penalty kick 
gives Lions 
2-1 victory 
over Avila 
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READY TO POUNCE 


ming win 





STAFF PHOTO BY WARK ANCELL 


Junior defensive back Aaron Wells (No. 13) climbs atop the pack to tackle Missouri Western tight end Tom Farell (No. 84). The Lions won 30-10. 





proud of them. 

Saturday, the Lions will travel tc 
Bolivar to take on Southwest Baptist 
University in a 2 p.m. game SBU 
2-4, began its season with four losses 
but has rebounded with tivo straight 
road victories 

We played some good teams ear 
y= said Jim Hall, head coach. “Our 
first three teams were nationally 
ranked, We didn't help ourselveg any 
in some of those games, but youstill 
have to give the opponents credit 

Southern downed the Bearcats 
28-14 last year in Joplin 

We fcel like their offense is very 
balanced.” he said. “Cook has been 
doing a solid job throwing the ball 
Helsel is a big-play threat for them 
all the time. Burrell has turned into 
a very talented hard runners 

Hall also praised the Lion defense, 
which held his team to only 166 total 
yards last season 

Last year their defense was the 
strongest we had scen,” he said. 

They have one of the best secon- 
daries around; they play a lot of man 
to man. We will just have to execute 
well offensively, ‘That is something 
we haven't always done this year” 

Lantz is not swayed by SBUs24 
record 

ve looked at every one of their 
games, and I think their defense is 
‘one of the best in the league™ he 
said. “They lost their first four games: 
for basically two reasons: one, they 
played four tough teams; and two, 
their offense really put them ina 
Their defense has 
always played well 

They’ also might play better at 
home than any other team in the 








tough position 


league, plus this is their Homecom- 
ing 

Lantz sees his team responding 
positively to the pressure at the sea- 
son's midpoint 

[Linebacker coach) Bill Cooke 
likes to say this: ‘When you pressure 
2 lump of coal and pressure it hard 
enough, it will either turn into a dia- 
mond or coal dust 

‘Champions, when you presuire 

them, will respond. We haven't turned 
into coal dust yet™ 








IN THE G 





Sophomore quarterback Matt Cook (No. 14) tries to escape the grasp of 


RASP? 








souri Western linebacker 





Eric Burroughs (No: 81). In Saturday's game, Cook completed 10 ol 14 passes for 182 yards and two TDs. 











BY STEVE SAKACH 
ASSOCIATE EDITOR 


Jen minutes into overtime, sen. 

| ior Mike Prater blasted a pen. 

Ity: kick past the Avila College 

goalie to give the soccer Lions a 2-1 
\win yesterday: 

Joey Caulk was tackled in the box, 
.g up the game-winning goal 

We had a play down the side and 
I got taken down in the box; Caulk 
said, “We had a lot of chances dur- 
ing the game: we just didn't finish 
We just couldn't get it in the goal.” 

The Lions, 7-4-1, now focus their 
attention on Wednesday's home game 
against NAIA powerhouse Rock- 
hurst College, 10-1 

“Last I heard, they were ranked 
second or third in the nation,” said 
Scott Poertner, head coach. —This 
has to be one of the best teams they 
have fielded in the last few years. 

Poertner said yesterday's game 
was the toughest challenge Missouri 























Southern has confronted this season. 
=They were pumped up,” he said. 
They matched up with us well 
They were a good team, but a young 
team” 

The Lions got beat carly in the 
game when sophomore Charlie Ke- 
per caught the team off guard. Rac- 
ing down the righthand side, Keiper 
was able to set up and fire in a shot 
10 minutes into the match. 

He was real, real fast and he just 
‘caught us by surprise Poertner suid 

Southern tied the game I-] when 
Dave Krupa was fed a pass up the 
middle from Prater, leaving him 
open for a one-on-one with the Avila. 
goal keeper. 

Jeff Malasek, who gave Southern 
a LO win against St. Mary’ of the 
Plains Sept. 30 with a penalty kick 
goal, missed on another penalty at- 
tempt in the second half that would 
have put the Lions up 21 

Poertner said the defense has been 
coming together the last few games 


but the offense still is having difficul- 
ty finishing off shots. 

‘We missed four or five good op: 
portunities right in front of the goal 
he said! ~We just haven't been able 
to put them in, 

Defensively, we have been real 
strong the last couple of games I 
think they've started to get comfor- 
table playing together back there 
We only played four guys during the 
whole game 

In the Lele 
‘Texas Shoot 
the Lions split a pair of games 
Southern opencd play Friday with a: 
4-1/loss to Centenary Coll but 
‘came back to knock off LeTourneau 
1-0 Saturday 

Southern was forced to play short- 
handed Saturday after Eric Mallory 
was ejected from the game for r- 
ceiving two yellow cards. The Lions 
played with)10 men for mast of the 
second half, but were able to hold 
‘on to the 1-0 win. 












wurneaut University East 
jut over the weekend, 












Mallory was carded for using in- 
appropriate language and later for 
fouling a L wu player. Prater 
and senior Tom Kohler also were 
isued yellow cards in the second 
half 

=A guy had a breakaway on usand 
Eric made a great play to save us 
from getting beat;; Poertner said. 





the baseline to Butch Cummisky 
who nailed an 18-yard shot [with 
2:44 Left in the First half. 
Wednesday's home game versus 
Rockhurst will start at 3|p.m, The 
Lions then play in the Universit. of 
Tulsa Hurricane Classic Oct. 20-21. 
Southern, hosts the University of 
Southern Indiana the following day 








The refs just let the game get out 
‘of band in the second half. 1 think 
they were a little too easy in giving 
‘out the cards 

Southern scored when freshmun 
Chris Schacht passed the ball from 


‘We missed four or five good oppor- 

tunities right in front of the goal. We just 

haven't been able to put them in.” 
—Scoit Poertner, soccer coach’ 





atl pm: 

Its going to be a big, big chal” 
lenge Poertner sald! “We dont hne 
too much rest time Now it only gets 
harder 





